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INTRODUCTION 


This  publication  contains  a  summary  of  operation  units  and  the  conservation  schemes 
INJECTION  AS  OF  DECEMBER  31,  1963. 

The  FOLLOWING  DETAILS  ARE  INCLUDED: 


For  Oil  Operation  Units 


Field 

Pool 

Operator 


Unit  Name 
Effective  Date 
Acreage 


No.  of  Wells 
1963  Production 
Cumulat i ve  Product i on 


-  For  Gas  Operation  Units 

Operator  Acreage 

Effective  Date  No.  of  Wells 


Field 
Format i on 


-  For  Gas  Conservation  Schemes 

Field  Acreage  Year  of  Commencement 

Formation  Percent  of  Pool  1963  Production 

Operator 


-  For  Oil  Conservation  Schemes 


Field 

Pool 

Operator 

Pool  Project  No. 
Acreage 

Type  and  Pattern  of 
Injection 

No.  of  Production  & 
Injection  Wells 


MPR* 

Economic  Allowance 
Allocation 

Scheme  Approval  Date  &  No. 
Date  of  Commencement 
1963  Production 
Cumulative  Production 


1963  Injection 
Cumulative  Injection 
Unit  Effective  Date 
Acreage 

Block  Code  No. 

Date  of  First 
Replacement 


-  For  Working  Interest  Owner  Participation 

Unit  Working  Interest  Owner  Per  Cent  Participation 


involving  fluid 


Maximum  Permissive  Rate  C MPR } 
Economic  Allowance  Allocation 


1 963  Product i on 
Cumulative  Production 


Cumulative  Production 
Residue  Gas  Purchaser 


No.  of  Months  Voidage 
Replaced 

Cumulative  Replacement  Ratio 
No.  of  Break-through  Wells 
Project  WOR  ("Initial  and  Current) 
Project  GOR  (Initial  and  Current) 


1 


Introduction 


Definitions  and  Key  to  Symbols 


Oil  Operation  Units 


Gas  Operation  Units 


Gas  Conservation  Schemes 


Oil  Conservation  Schemes 


Working  Interest  Owner  Participation 
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OFF  I  I\I1T  IONS  AND  KEY  TQ  SYMBOLS. 


Oil  Operation  Unit; 

A  UNIT  INVOLVING  AN  OIL  POOL  IN  WHICH  NO  FLUID  INJECTION  OCCURS  OTHER  THAN  THE  DISPOSAL  OF 
WATER  PRODUCED  IN  ASSOCIATION  WITH  THE  OIL,  OR  GAS  INJECTION  FOR  STORAGE  IN  THE  GAS  CAP. 


Conservation  Scheme- 

Any  scheme  of  operations  approved  with  the  intention  of  increasing  the  fractional  recovery  of 
the  hydrocarbons  in  a  reservoir.  (Does  not  include  Pilot  Tests.) 


Field- 

The  general  surface  area  or  areas  underlaid  or  appearing  to  be  underlaid  by  one  or  more  pools, 

OR  THE  SUBSURFACE  REGIONS  VERTICALLY  BENEATH  SUCH  SURFACE  AREA  OR  AREAS. 


POOL: 

A  NATURAL  UNDERGROUND  RESERVOIR  CONTAINING  OR  APPEARING  TO  CONTAIN  AN  ACCUMULATION  OF  OIL 
OR  GAS  OR  BOTH  SEPARATED  OR  APPEARING  TO  BE  SEPARATED  FROM  ANY  OTHER  SUCH  ACCUMULATION. 


Operator- 


Abbreviation  of  company  names  prescribed  by  the  Board  and  shown  on  Page  vii 


Pool  Project  No.- 

The  number  assigned  by  the  Conservation  Board  to  a  particular  conservation  scheme  in  the  Pool. 
Project  numbers  are  assigned  for  administrative  purposes  to  those  conservation  schemes  which 

MEET  MINIMUM  STANDARDS  OF  PERFORMANCE  AND  HENCE  QUALIFY  FOR  MPR’s  GREATER  THAN  THEY  WOULD  HAVE 
RECEIVED  ON  A  PRIMARY  DEPLETION  BASIS. 


Acreage: 


Acreage  in  Scheme  as  of  December  31,  1963 
(No.  OF  WELLS  X  ACRES  IN  EACH  SPACING  UNIT.) 


Type  and  Pattern  qf  Injection  (code); 


W 

G 

P 

F 

WLF 

160-5 

320-9 

640-9 

5  +  9 

Per 

LPG 


No.  OF  WELLS; 

Production 

Wells  in  the  scheme  area  which  were  capable  of  production  at  the  year  end. 


|  NJ  EC  T  I  ON 

Wells  in  the  scheme  area  which  were  capable  of  injection  at  the  year  end. 


MPR-* 


-  WATER  INJECTION 

-  GAS  I NJECT I  ON 

-  PARTIAL  PRESSURE  MAINTENANCE 

-  FULL  PRESSURE  MAINTENANCE 

-  WATER  L I NE  FLOOD 

-  160  ACRE  5  SPOT  PATTERN 

-  320  ACRE  9  SPOT  PATTERN 

-  640  ACRE  9  SPOT  PATTERN 

-  COMBINATION  160  ACRE  5  SPOT  AND  320  ACRE  9  SPOT 

-  PERIPHERAL 

-  LIQUIFIED  PETROLEUM  GASES 


Maximum  average  daily  permissible  rate  of  oil  production  for  the  particular  unit  or 
scheme  before  application  of  gas  and  water  penalty  factors.  In  the  case  of  the  Turner 
Valley  Field  the  figure  represents  the  yearly  oil  allowable  for  the  unit  or  scheme 
which  corresponds  to  a  voidage  rate  of  25  RESERVOIR  barrels  of  oil  and  gas  per  acre 
PER  DAY  CONVERTED  TO  STANDARD  SURFACE  CONDITIONS. 


Date  of  Commencement: 

Date  of  first  injection 

Economic  Allowance  Allocation; 


The  number  of  economic  allowances  allocated  to  the  unit  or  project  area  where  such  UNIT  OR 

PROJECT  IS  ASSIGNED  A  UNIT  OR  PROJECT  ALLOWABLE. 


Acreage: 

Acreage  in  the  unit  as  of  December  31,  1963 
Effective  Date-. 

The  effective  date  set  forth  in  the  unit  agreements. 

Production  Data: 


1963 

-  Cumulative  production  during  the  year. 

Cumulative  to 

December  31 , 

1963 

-  Total  cumulative  production  since  the  initial  well  in  the 

SCHEME  OR  UNIT  AREA  WAS  PLACE  ON  PRODUCTION.  THIS  SHOULD 
NOT  BE  TAKEN  AS  THE  TOTAL  CUMULATIVE  PRODUCTION  SINCE  THE 
EFFECTIVE  DATE  OF  THE  UNIT  OR  SCHEME. 

Block  Code  No. : 

A  number  assigned  to  the  scheme  or  unit  for  administrative  convenience. 

Date  of  First  Replacement: 

The  approximate  date  at  which  the  reservoir  withdrawals  from  the  scheme  area  were  first 

FULLY  REPLACED  ON  A  MONTHLY  BASIS  BY  FLUID  INJECTION, 

No.  of  Months  Voidage  Replaced: 

The  number  of  months  that  voidage  has  been  replaced  during  the  year. 


Cumulative  Replacement  Ratio, 


Ratio  of  fluid  injected  to  fluid  produced  since  commencement  of  the  scheme 

REFERRED  TO  RESERVOIR  CONDITION. 


No.  of  Break-Through  Weli s, 

The  number  of  wells  in  the  scheme  area  to  which  break-through  of  injected  fluids 

HAS  OGCURRED. 


Project  WOR. 

Initial 

The  ratio  of  water  production  to  oil  product i om-duri ng  the  first  month  of  fluid 
injection,  bbl/bbl. 

Current 

The  ratio  of  water  production  to  oil  production  during  December  of  the  year  under 
REVIEW,  bbl/bbl. 


Project  GOR; 

initial 

The  ratio  of  gas  production  to  oil  production  during  the  first  month  of  fluid 

INJECTION,  FT3/BBL. 

Current 

The  ratio  of  gas  production  to  oil  production  during  December  of  the  year  under 
REVIEW,  FT3/BBL. 


ABBREVIATIONS  OF  COMPANY  NAMES  PRESCRIBED  BY  THE  BOARD 


Company  Name 

Abbrev i at i on 

Company  Name 

Abbrev i at  ion 

Alberta  and  Southern  Gas  Co. 

A  &  S 

Goliad  Oil  &  Gas  Company 

Goliad 

Amax  Petroleum  Corporation 

Amax 

Hartford  Petroleums  Ltd. 

Hartford 

Amerada  Petroleum  Corporation 

Amerada 

Home  Oil  Company  Limited 

Home 

American  Northland  Oil  Company 

Anoco 

Hudson’s  Bay  Oil  &  Gas  Co.  Ltd. 

HB 

Bailey  Selburn  Oil  &  Gas  Ltd. 

Baysel 

Husky  Oil  Canada  Ltd. 

Husky 

British  American  Oil  Company  Limited,  The 

B.  A. 

Imperial  Oil  Limited 

Imp 

California  Standard  Company,  The 

Calstan 

Jefferson  Lake  Petrochemicals  of 

Canada-Cities  Service  Petroleum  Corp. 

CS 

Canada  Limited 

Jeff  Lake 

Canadian  Delhi  Oil  Ltd. 

Can  Delhi 

Lewis  Engineering  Co.  Ltd.,  James  A. 

Lewis  Engr 

Canad i an  F i na  Oil  L im i ted 

F  1  NA 

Lobitos  Oilfields  Canada  Ltd. 

Lob i tos 

Canadian  Homestead  Oils  Limited 

Homestead 

Luscar  Coals  Limited 

Luscar 

Canadian  Industrial  Gas  Limited 

C. I.G. 

Marathon  Oil  Company 

Marathon 

Canadian  Petrofina  Limited 

PETROF 1 NA 

McGaha,  Charles 

McGaha 

Canadian  Superior  Oil  Ltd. 

Cdn-Sup 

Mid-Western  Industrial  Gas  Ltd. 

M.W.  Gas 

Canadian  Western  Natural  Gas  Co.  Ltd. 

CWNG 

Mitchell  &  Associates  Ltd. 

Mitchell  &  Assoc. 

Cancrude  Oil  &  Gas  Co.  Ltd. 

Cancrude 

Mountain  Park  Coals  Limited 

Mtn  Park 

Canex  Gas  Ltd. 

Canex 

National  Bulk  Carriers,  Inc. 

N.B.C. 

Champlin  Oil  &  Refining  Co. 

Champl 1 N 

Northern  Natural  Gas  Producing  Co. 

NNGPCo 

Christie,  Mitchell  and  Mitchell  Co. 

CM&M 

Northwestern  Utilities,  Ltd. 

NUL 

Colorado  Oil  and  Gas  Ltd. 

Colorado 

Nufield  Operators  Ltd. 

NUF 1  ELD 

DeKalb  Oil  and  Gas  Co. 

DeKalb 

Olds  Gas  Ltd. 

Olds  Gas  Ltd. 

Devon-Palmer  Oils 

Dev- Pal 

Pacific  Petroleums  Ltd. 

Pacific 

Dome  Petroleum  Limited 

Dome 

Pamoil  Limited 

Pamoil 

Gerla  Petroleums  Ltd. 

Gerla 

Pan  American  Petroleum  Corp. 

Pan  Am 

vii 

Great  Plains  Development  Co.  of  Canada,  Ltd. 

Grt  Plns 

Provo  Gas  Producers  Limited 

Provo 

ABBREVIATIONS  OF  COMPANY  NAMES  PRESCRIBED  BY  THE  BOARD  cont’d 


Company  Name 

Royalite  Oil  Company,  Limited 
Scurry-Rainbow  Oil  Limited 
Shell  Canada  Limited 
Sinclair  Canada  Oil  Company 
Socony  Mobil  Oil  of  Canada,  Ltd. 
Sun  Oil  Company 

Supertest  Petroleum  Corporation, 
Trans-Canada  Explorations  Ltd. 
Trans-Canada  Pipe  Line  Limited 
Tenneco  Oil  Company 
Texaco  Exploration  Company 


Abbrev i 


Royal i te 
Scurry 
Shell 
S I NCL  A  i  R 
Mob  i  l 
Sun 

Ltd.  Suptst 

Trans-Can 

TCPL 

TENN 

Texaco 


Company  Name 


Abbrev i at i on 


Texas  Gulf  Sulpher  Company  TGS 

Tidal  Petroleum  Corporation  Ltd.  Tidal 

Triad  Oil  Co.  Ltd  Triad 

Western  Decalta  Petroleum  Limited  Decalta 

Whitehall  Canadian  Oils  Ltd.  Whitehall 
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OIL  OPERATION  UNITS 


1963  Production 


Effective  No.  of  Oil  Gas 


Campbell-Namao 

Pool 

Campbell 
Blairmore  A 

npFP/1TnR 

Unit  Name 

Date 

Acreage 

Wells 

Bbl 

Mcf 

Can  Delhi 

Campbell  Unit 

Aug  1/59 

2,384 

12 

47,470 

1,173,422 

Campbell-Namao 

'V 

Namao 

Blairmore  A 

T  IDAL 

Namao  Blairmore 

A  Unit 

Sept  1/61 

1 ,760 

15 

51 ,805 

1 ,350,152 

Deer  Mounta i n 

Beaverhill 

Lake 

Texcan 

Unit  No.  1 

Feb  1/63 

5,120 

24 

391 ,846 

98,280 

Drumheller 

D-2A 

Grt  Plns 

Nisku  Unit 

No.  1 

Nov  1/61 

1  ,240 

13 

167,477 

43,162 

Garr  1  NGTON 

Cardium 

A  &  B 

hb 

Unit  No.  1 

Sept  1/63 

5,760 

18 

330,944 

245,752 

Harmattan  East 

Rundle 

Shell 

Unit  No.  1 

Sept  1/62 

32,320 

92 

2,470,576 

2,684,627 

Harmattan- 

Elkton 

Ma  in 

Rundle 

Cdn-Sup 

Unit  No.  1 

Dec  1/60 

25,040 

76 

2,226,952 

5,471,186 

Homeglen- 
R IMBEY 

D-3 

Calstan 

Leduc 

Unit  No.  1 

Feb  1/61 

18,239 

35 

387,327 

1  ,395,463 

Hughenden 

North 

Bla  irmore 

Provo 

Basal  Quartz 
North  Unit  No.  1 

June  1/63 

1  ,920 

6 

5,622 

366 

Innisfa IL 

D-3 

Shell 

Leduc  Reef 

Unit 

Nov  3/60 

7,280 

91 

2,723,940 

4,158,714 

Kaybob 

Beaverhill 
Lake  A 

Calstan 

Unit  No.  1 

Oct  1/63 

1.4,400 

89 

2,613,732 

2,426,773 

PEMB 1 NA 

Cardium 

Pan  Am 

Lobstick  Unit 

Dec  1/63 

12,880 

161 

1  ,661  ,329 

800,108 

Sturgeon  Lake 

D-3 

Amerada 

Unit 

Apr  1/58 

5,760 

19 

502,471 

452,954 

Sundre 

Rundle 

HB 

Unit  No.  1 

Oct  1/63 

3,600 

44 

676,717 

766,441 

Production  Data 


Water 

Bbl 

1,221 

15,288 

465 

499 


204,992 

158,782 

215,340 

169 


CUMULAT IVE 

Oil 

Bbl 

:  to  December 

Gas 

Mcf 

31.  1963 

Water 

Bbl 

MPR* 

Economic 

Allowance 

Allocation 

732,717 

4,840,283 

14,943 

250 

10.0000 

526,941 

4,070,399 

107,888 

175 

7.0000 

839,564 

241  ,619 

1 ,403 

1,244 

23.0371 

2,599,373 

728,104 

57,313 

1 ,100 

,11.3793 

769,498 

480,970 

- 

905 

17.4038 

9,743,293 

1 0,864,626 

29 

11,000 

88.1471 

14,316,685 

27,146,530 

570,555 

9,880 

74.0000 

4,416,669 

1  1,945,244 

588,785 

983 

26.5676 

64,509 

2,768 

579,891 

68 

2.7333 

14,019,780 

21  ,258,376 

36,879 

14,320 

88.7500 

11 ,157,489 

10,408,378 

758 

7,275 

87.5610 

7,049,114 

3,010,997 

- 

4,477 

159.8929 

4,267,625 

3,911 ,769 

31 ,654 

4,500 

19.0000 

7,639,843 

6,985,275 

1,257,772 

3,010 

40.1370 

Rfmarks 


Schedule  D 
of  General 
Regulations 


H8  Sundre 
5-1-34-5  not 
INCLUDED  IN 
Unit  Allowable 


208,516 


Field 

Pool 

Operator 

Virginia  Hills 

Beaverh ill 

Shell 

Lake 

Westerose 

0-3 

B.A. 

Westward  Ho 

Rundle 

HB 

W i zard  Lake 

D-3 

T  EXACO 

Unit  Name 

Effect  ive 

Acrfagf 

No.  OF 
Wells 

Unit  No.  1 

Sept  1/63 

15,200 

94 

Leduc  Unit 

Jan  1/55 

3,520 

19 

Unit  No.  1 

Jan  1/63 

3,040 

38 

D-3  Unit 

Oct  1/57 

4,800 

53 
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Product 

ion  Data 

1 963  Product  ion 

Cumulat 1 VF 

to  December 

31.  1963 

Economi c 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Allowance 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

MPR 

Allocation  Remarks 

2,637,910 

1  ,200,285 

7,290 

8,462,307 

3,796,243 

22,240 

8,460 

91.4636 

1 ,727,816 

1 ,218 ,229 

- 

16,282,766  11,430,854 

9,468 

25,000 

19.0000 

454,751 

662,691 

- 

3,294,495 

5,858,431 

2,852 

1  ,292 

32.3000 

4,207,742 

2,174,123 

5,765 

40,150,397 

20,622,491 

259,808 

60,000 

51.0000 
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GAS  OPERATION 


196 

■  ".‘-Jr- 

Oil 

F  i  ELD 

Effect) ve 

No.  OF 

1000 

Gas 

Format i on 

Operator 

Date 

Acreage 

Wells 

Bbl 

Bcf 

Acheson 

Lower 

Cretaceous 

Calstan 

Oct  10/61 

3,080 

3 

0.39 

Alexander 

Basal  Quartz 

M.  W.  Gas 

March  1/60 

8,820 

13 

15.54 

B  i  ndloss 

Viking 

Ca  nex 

May  1/60 

54,720 

19 

11.69 

Carsta IRS 

Elkton 

Home 

Jan  1/60 

19,440 

9 

31.41 

Cessford 

Viking, 

Basal  Colorado, 
Basal  Blairmore 

HB 

Nov  1/60 

155,360 

36 

34.62 

Ch 1 GWELL 

Basal  Quartz 

Imp 

April  1/61 

4,000 

3 

1.75 

CROSSF 1  ELD 

Rundle 

Shell 

Dec  27/61 

34,960 

17 

22.82 

Rundle 

Jeff  Lake 

Dec  1/61 

32,800 

10 

29.48 

Wabamun 

Jeff  Lake 

Dec  1/61 

64,360 

13 

19.53 

Fort 

Saskatchewan 

Viking 

M.  W.  Gas 

Jan  1/62 

24,454 

14 

3.50 

Harmattan 

East 

Rundle 

Shell 

Sept  1/62 

32,000 

15 

No  Production 

Harmattan- 

Elkton 

Rundle 

Cdn-Sup 

Dec  1/60 

25,520 

11 

2226. 95 

36.36 

Homeglen- 

R IMBEY 

Leduc 

Calstan 

Feb  1/61 

1 8,520 

7 

4.74 

34.59 

Jump i ng 

Pound 

Rundle 

Shell 

June  13/45 

18,440 

11 

21.46 

Kaybob 

Notikewin 

Pacific 

May  1/63 

53,760 

12 

10.65 

Kessler 

Viking 

Pa  moil 

Jan  1/63 

39,680 

17 

1.44 

Lookout 

Butte 

Rundle 

B.A. 

Aug  30/63 

9,280 

6 

3.73 

Medicine  Hat 

Medicine  Hat 

Can  Delhi 

Nov  1/63 

59,440 

23 

0.26 

Medicine  Hat 

HB 

Oct  29/52 

71  ,500 

35 

4.46 

Pentanes 


Propane  Butanes 

Plus 

Water 

Oil 

1000 

1000 

1000 

1000 

1000 

Bbl 

Bbl 

Bbl 

Bbl 

Bbl 

ndeterminable 

57.83 

11.52 

0.55 

1 

NDETERM 1 NABLE 

76.76 

11.64 

.0.04 

16.83 

1 

NDETERM 1 NABLE 

6.67 

649.00 

8.44 

34.97 

13.82 

0.09 

!  NDETERM  1  NABLE 

223.20 

14316.69 

1  NDETERM 1 NABLE 

0.30 

34.83 

236.50 

8.36 

1  NDETERM  1  NABLE 

1.97 

338.97 

3.79 

Pentanes 


Propane  Butanes 

Plus 

Water 

Gas 

1000 

1000 

1000 

1000 

Bcf 

Bbl 

__  Bbl 

Bbl 

Bbl 

0.88 

1 

NDETERMINABLE 

85.68 

325.83 

21  . 

99 

42.90 

0. 

56 

95.44 

1 

1 NDETERMINABLE 

32. 

82 

58.01 

N .  A. 

4.26 

N.  A. 

0. 

22 

47.09 

1 NDETERMINABLE 

15. 

68 

59.28 

N .  A. 

27. 

84 

33.69 

N.  A. 

19. 

73 

25.91 

0. 

99 

78.61 

1 NDETERMINABLE 

599.24 

80.81 

1 NDETERMINABLE 

3.65 

232.19 

1871.94 

180.26 

17.86 

1 NDETERMI NABLE 

0.03 

2.2 

2.17 

4.64 

423.86 

7.06 

0.26 

17.38 


ilLELB. 

Ml NNEH 1 K” 

Buck  Lake 

Format i on 

0pfrator 

Effective 

Date 

Acreage 

No. 

Wel: 

Pek i sko 

Can  Delhi 

July  1/63 

19,200 

4 

Morleyv 1 LLE 

Rundle 

Shell 

Nov  1/60 

4,000 

1 

Nev  i  s 

Leduc, 

N 1 SKU, 

Ireton 

Calstan 

Dec  1/59 

33,040 

8 

Okotoks 

Wabamun 

TGS 

July  16/57 

14,080 

6 

Wabamun 

CM  &  M 

July  18/59 

5,760 

3 

Olds 

Wabamun 

Olds  Gas 
Ltd 

Oct  1/62 

8 

Oyen 

Viking 

HB 

Nov  7/58 

1 1  ,520 

2 

Parkland 

Turner  Valley 

Texaco 

June  4/62 

4,160 

2 

Pincher  Creek 

Rundle 

B .  A. 

Dec  1/56 

26,240 

26 

Pine  Creek 

Leduc 

HB 

Sept  1/63 

30,080 

10 

Pouce  Coupe 

Cadotte 

Pacific 

Feb  1/58 

29,120 

16 

Provost 

Viking 

Provo 

Mar  1/58 

245,120 

53 

Viking 

Tenn 

June  1/60 

7.040 

3 

Sarcee 

Rundle 

Shell 

Oct  1/61 

2,080 

2 

Three  Hills 
Creek 

Pekisko 

Pan  Am 

Jan  1/61 

24,000 

6 

Turner  Valley 

Rundle 

Royalite 

Aug  1/62 

9,370 

86 

Westerose 

South 

Leduc 

b.a. 

Dec  1/60 

11,240 

10 

West  Jumping 
Pound 

All  Zones 

Shell 

July  31/62 

5,760 

1 

Wildunn  Creek 

Viking 

Provo 

June  1/63 

8,320 

4 

Windfall 

Leduc 

F  1  NN 

Mar  24/62 

24,320 

14 
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Production  Data 


Propane 
1000 
Bbl 


Butanes 
1000 
Bbl 


Pentanes 
Plus  Water 


1000 

Bbl 


1000 

Bbl 


Oil 

1000 

Bbl 


Propane 
1000 
Bbl 


Butanes 
1000 
Bbl 


Pentanes 
Plus  Water 


1000 

Bbl 


1000 

Bbl 


4. 74 

No  Production 


I NDETERM I NABLE 


18.18 


I NDETERMI NABLE 


24.80 

Indeterminable 

89.15 

78.56 

1 NDETERMI NABLE 

11.57  9.44 

4.71 

1 12.10 

44.29 

31  .06 

0.44  0.56 

0.22 

0.729 

0.61 

.  0.25 

No  Production 

0.82 

3.06 

0.45 

14.10 

15.60 

1.60 

38.20 

15.60 

48.52 

163.96  242.72  1037.55 

362.97 

2.24 

257.81 

720.96  2222.72  5848,24  1 

126.60 

43.55 

157.67 

59.74 

197.10 

6.04 

1.71 

60.03 

14.94 

22.67 

42.63 

0.07 

106.96 

1 NDETERMI NABLE 

4.96 

0.30 

Indeterm  inable 

0.80 

t  NDETERM 1 NABLE 

5.67 

Indeterm inable 

2.66 

11.65 

I NDETERM INABLE 

6.23 

1.85 

29.27 

5.12 

78.45 

0.006 

13.71  11.19 

1 NDETERM 1 NABLE 

6788.77 

1049.11 

1 NDETERMI NABLE 

0.80 

55.30 

1 NDETERM INABLE 

18.98 

142.10 

1 NDETERMI NABLE 

0.04 

No  Production 

No  Production 

49.83 

3944.00 

64.61 

101.63 

9359.00 

128.07 

F  1  ELD 

Formation 

Operator 

Effective 

Date 

Acreage 

No.  OF 
Wells 

Wizard  Lake 

Viking 

Texaco 

Oct  1/60 

960 

1 

Wood  River 

Basal  Quartz 

Canex 

Mar  31/62 

1 8 , 880 

4 

*N.  A.  -  Not 

Ava ilable 

X 
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Product i 

1963  Production 


Gas 

Propane 

Butanes 

Pentanes 

Plus 

Water 

1000 

1  000 

1000 

1000 

Bcf 

Bbl 

Bbl 

Bbl 

Bbl 

Product i 

1.11 

ON 

7.46 

on  Data 


Cumulative  to  Dfcfmrfr  31. 

1963 

Oil 

Propane 

Butanes 

Pentanes 

Plus  Water 

1000 

Gas  1000 

1000 

1000 

1000 

Bbl 

Bcf  Bbl 

Bbl 

Bbl 

Bbl 

0.48 

2.46 

19.76 
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GAS  .CONSERVATION  SCHFMFS 


1  963 


Per  Cent 
of  Pool 

Year  of 

0  il 

IlELD. 

■EaBmxifl.N 

Operator 

.Acreage 

Commenced 

 MENT 

1 ,000,000 
— tSL__ 

Acheson 

Nisku  &  Leduc 

Calstan 

3,720 

100 

1953 

2,  36 

Bonnie  Glen 

Leduc 

Texaco 

6,000 

100 

1954 

7.46 

Camfbell-Namao 

Bla irmore 

Can  Delh  i 

See  Oil 

Operation 

Un 

its 

Bla irmore 

T  i  dal 

See  Oil 

Operation 

Un 

its 

Carson  Creek 
North 

Beaverh 1 LL 

Cake 

Mob  il 

12,480 

100 

1963 

0.81 

Cessford 

Colorado 

hb 

880 

100 

1962 

0.  28 

Bla irmore 

hb 

1,920 

100 

1962 

0.  16 

CrOSSF ! ELD 

Card  i  um 

Gerla 

17,920 

85 

1963 

No  Produc 

Fenn-Big  Valley 

Nisku 

B.A. 

12,200 

80 

1956 

4.15 

Leduc 

B.A. 

1,400 

100 

0. 44 

Glen  Park 

Leduc 

Texaco 

520 

100 

1955 

0.33 

Golden  Spike 

Leduc 

Imp 

3,680 

97 

1954 

3.53 

Harmattan  East 

Mississippi 

Shell 

See  Oil 

Operation 

Un  i 

TS 

Harmattan-Elkton 

Mississippian 

Cdn=Sup 

See  Oil 

Operation 

Un  i  ts 

HOMEGLEN“R  i  MB  EY 

Leduc 

Calstan 

See  Oil 

Operation 

Un  its 

Hussar 

Ostracod 

Tenn 

1,280 

87 

1959 

0.44 

Innisfa il 

Leduc 

Shell 

7,280 

98 

1960 

2.72 

July  Creek-Swan  Hills 

5  Virginia  Hills 

Beaverhill 

Lake 

Imp 

110,560 

74 

1963 

4.33 

Production  Data 


"HODUC r 

Gas 

Bcf 

I  OI\J 

Propane 

1 , 000 
Bbl 

Butanes 

1 ,000 
Bbl 

Pentanes 

Plus 

1,000 

Bbl 

Cumulativf  to 

Oil 

1,000,000  Gas 
_ Bbl  Bcf 

Decembfr 

Propane 

1 ,000 
Bbl 

31.  1963 

Butanes 

1 ,000 

Bbl 

Pentanes 

Plus 

1 ,000 

Bb' 

Residue  Gas 

1.09 

88.90 

49.90 

27.40 

27,90 

12.30 

668.00 

353.00 

281 .00 

NUL 

5.33 

217.  00 

178.00 

157.00 

77.00 

56.70 

2,057.00 

1218.00 

1 , 307 . 00 

NUL 

C.I.G. 

C.I.G. 


1.09 

1 NDETERM 1 NABLE 

0.80 

1.10 

Indeterminable 

Injected  to 
Gas  Cap  in 
Carson  Creek 

0.50 

1 NDETERM i NABLE 

0.90 

1.10 

Indeterminable 

TCPL 

0.37 

! NDETERMI NABLE 

0.40 

1.10 

iNDETERMI NABLE 

TCPL 

TION  IN  1963 

TCPL 

1.52 

1 NDETERMI NABLE 

51.80 

19.40 

Indeterminable 

TCPL  and 

NUL 

0.15 

INDETERM  1 NABLE 

4.60 

1.70 

Indeterminable 

TCPL  AND 

NUL 

0.16 

Included  in  Bonnie  Glen 

3.80 

2.00 

Included  in  Bonnie  Glen 

NUL 

1.45 

1 NCLUDED  1 N  LeDUC“ 
WOODBEND 

30.10 

12.30 

Included  in  Leduc- 
Woodbend 

Injected 

Injected 

Injected 

0.  22 

TCPL  and 

A&S 

I NDETERMI NABLE 

2.30 

1.10 

Indeterminable 

TCPL 

4.16 

118.0 

14.00 

21.30 

366.20 

TCPL 

2.40 

Included  in  Leduc- 

WOODBEND 

4.30 

2.40 

Included  in  Leduc- 
Woodbend 

NUL 

Fl  ELD 

.Format  i  on 

Operator 

Acreage 

Per  Cent 
of  Pool 

Year  of 
Commence¬ 
ment 

Kaybob 

Beaverh 1 LL 
Lake 

Pacific 

16,000 

100 

1963 

t-EDUC-W00DBEND 

N  1  SKU 

Imp 

27,040 

63 

1950 

Leduc 

Imp 

22,080 

89 

1950 

Pemb 1 NA 

Card i um 

Texaco 

52,960 

8.7 

1958 

Card i um 

Pan  Am 

37,360 

6.1 

1961 

Cardium 

Imp 

16,900 

2.8 

1963 

— 

Card i um 

Gol  i  ad 

227,280 

37.2 

1958 

Redwater 

Leduc 

Imp 

37,120 

100 

1956 

Stettler 

N  ISKU 

B.A. 

7,280 

100 

1956 

Leduc 

B.A. 

3,200 

71 

1956 

Sturgeon  Lake  South 

Leduc 

HB 

9,040 

100 

1958 

Sundre 

Mississippian 

HB 

4,680 

70 

1959 

Turner  Valley 

Mississippi.an 

Royal ite 

15,700 

96 

1936 

Westerose 

Leduc 

B.A. 

O 

o 

VJD 

100 

1955 

Wizard  Lake 

Leduc 

Texaco 

2,040 

100 

1954 
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Production  Data 


1963 

Product 

1  ON 

Cumulative  to 

December  31 . 

1963 

Oil 

1 ,000,000 
Bbl 

Gas 

Bcf 

Propane 

1,000 

Bbl 

Butanes 

1 ,000 
Bbl 

Pentanes 

Plus 

1 ,000 

Bbl 

Oil 

1 ,000,000 
Bbl 

Gas 

Bcf 

1.70 

Propane 

1 ,000 

Bbl 

Butanes 

1 ,000 

Bbl 

Pentanes 

Plus 

1 ,000 

Bbl 

Residue  Gas 
Porcha g fp 

1  .80 

1.68 

1 

NDETERM 1 NABLE 

1.80 

Indeterminable 

A  &  S 

2.78 

3.10 

611.00  328.00 

159.00 

86.00 

87.60 

4,651.00  3,078.00 

1 ,509.00 

NUL 

6.  56 

3.77 

150.00 

86.30 

NUL 

NUL 

21  .20 

18.25 

775.00  654.00 

617.00 

297.00 

249.00 

3,605.00  2,634.00 

2,137.00 

NUL 

NUL 

NUL 

16.42 

2.42 

132.00  98.70 

42.90 

279.02 

42.70 

819.00  664.00 

291.00 

.  M.W.  Gas 

0. 99 

0.27 

1 NDETERMI NABLE 

12.80 

3.70 

Indeterminable 

TCPL 

0.38 

0.13 

5.40 

1.80 

NUL 

2.79 

2.40 

22.00 

19.00 

CUL 

0.67 

0.76 

6.20 

7.70 

1  N-JECTED 

1.19 

6.82 

59.1 

151.00 

112.00 

1,857.00 

1,999.00  4.30 

13,751.00 

CWNG 

1.73 

1.22 

16.30 

11.40 

Injected 

4.  21 

2.17 

Included  in 
Bonnie  Glen 

40.10 

20.60 

Included  in 
Bonnie  Glen 

NUL 
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OIL  CONSERVATION  SCHEMES 


Type  Production  Data 


Pool 

AND 

No.  of  Wells 

Economi c 

SfiHFMF  nr 

Acheson 

Pool 

North  D-2 

Operator 

Calstan 

Project 

No. 

Acreage 

1,600 

Pattern 
of  Inj. 

:tW 

Prod. 

Inj.  MPR 

Allowance 

Allocation 

lam 

No. 

Date  of 
Commencement 

Oil 

Bbl 

1 963 

Gas 

Mcf 

Water 

Bbl 

CUMULATIVE  TO  UECEMBER  31 

Oil  Gas 

Bbl  Mcf 

■  1 963 

Water 

Bbl 

8 

■1 

400 

7.0000 

Feb  17/60 

304 

Jan  1/56 

86,817 

43,149 

11  ,545 

1  ,455,486 

656,101 

102,173 

Acheson 

D~3 

Calstan 

- 

13,440 

w 

91 

1 

25,000 

- 

Sept  13/56 

- 

Mar  17/57 

2,276,872 

1 ,049,696 

115,718 

26,456,519 

11,593,975  1 

,055,670 

Carson 

Creek 

Beaverhill 

Lake 

Mobil 

- 

8,V80 

w 

- 

- 

- 

- 

Dec  31/63 

654 

July  1/64 

- 

- 

= 

-= 

- 

- 

Chauvin 

Mannville 

Dev- Pal 

1,120 

WLF 

24 

4 

400 

16.0000 

Nov  28/61 

466 

Jan  1/62 

119,457 

21,374 

37,184 

1  ,458,984 

572,193 

238,097 

Crossf  1  ELD 

Cardium 

Baysel 

- 

17,920 

WLF 

103 

9 

4,466 

87.3156 

Nov  10/61 

461 

Jan  1/62 

1,537,264 

1 ,057,871 

44,043 

4,994,637 

2,827,729 

44,132 

Duhamel 

North  D~3 

Mob  i  l 

- 

6,i*00 

G 

11 

1 

1 ,800 

- 

Apr  4/62 

490 

Aug  8/57 

192,708 

82,553 

42,460 

2,860,155 

904,092 

238,568 

Garrington 

Cardium  B 

HB 

- 

3,520 

W 

- 

- 

- 

- 

Nov  7/63 

639 

Feb  1/64 

- 

- 

- 

- 

- 

- 

G  1  LBY 

Viking  A 

Calstan 

*  ■ 

4,680 

WLF 

49 

9 

1  ,686 

56.2000 

May  27/59 

239 

July  /59 

615,285 

271  ,475 

24,110 

5,502,787 

3,393,371 

72,906 

G  1  LBY 

Viking  A 

Calstan 

- 

6,440 

WLF 

38 

3 

949 

31.6333 

Sept  4/62 

527 

Jan  1/63 

270,483 

275,677 

19 

2,799,139 

2,638,256 

939 

Golden 

Spike 

South  D~3 

IMP 

- 

2,320 

G 

10 

1 

54,000 

11.0000 

Feb  20/53 

- 

Mar  1/53 

3,446,323 

1 ,403,388 

- 

29,388,497 

11,945,260 

43,577 

Hamilton 

Lake 

Viking 

N.B.C. 

- 

320 

320-9 

WF 

4 

1 

25B/D/W 

- 

Dec  17/62 

567 

Dec  1/58 

25,746 

1  1,714 

3,298 

224,741 

204,731 

5,894 

Viking 

•N.B.C. 

- 

320 

320-9 

WF 

4 

1 

25B/D/W 

- 

Dec  17/62 

567 

Dec  1/59 

20,137 

17,170 

2,479 

184,486 

241,383 

2,979 

VTk ing 

Colorado 

- 

320 

320-9 

WF 

4 

1 

25B/D/W 

- 

July  12/61 

430 

Sept  1/61 

30,915 

.  ..  .....4,81.6..*.  8,112 

126,058 

49,519 

12,649 

Viking 

Calstan 

- 

1,680 

WF 

12 

10 

25B/D/W 

- 

July  5/62 

504 

Nov  1/62 

135,116 

109,207 

- 

319,767 

314,324 

- 

Harmattan 

East 

Rundle 

Shell 

42,720 

GP 

81 

1 

. 

July  12/61 

431 

Dec  1/61 

See  Oil 

Operation 

Units 
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Injection 

Data 

Unit 

Block 

1963 

Cum  to  December  31.  1963 

Water 

Gas 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

Acreage 

No. 

118,974 

- 

539,626 

- 

Apr  1/56 

1  ,600 

- 

2,377,386 

- 

12,034,928 

- 

- 

- 

- 

- 

290,186 

- 

- 

464,220 

- 

- 

Nov  1/61 

1  ,120 

10 

1,936,090 

- 

- 

2,475,204 

- 

- 

Jan  1/62 

18,880 

20 

- 

147,910 

- 

933,555 

16,581 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

1 ,300,104 

- 

- 

6,023,474 

’  - 

- 

June  1/59 

5,340 

40 

800,119 

- 

- 

800,119 

- 

- 

Dec  1/62 

6,440 

41 

gh 

2,146,538 

95,710 

__ 

22,091 ,024 

358,372 

Mar  V/53 

2,320 

66,293 

~ 

419,276 

- 

1 

- 

- 

50 

64,381 

- 

- 

260,509 

- 

- 

51 

65,313 

'  - 

- 

137,448 

- 

- 

- 

- 

52 

628,720 

- 

- 

712,988 

— 

_ 

_ 

53 

2,097,000 


3,830,600 


Date  of 

Cum. 

No.  op 

First 

No.  OF 

Replace- 

Break 

Project  W0R 

Project  GOR 

Replace- 

Mos. Vo  1  D 

Ment 

Through 

Heiu 

Replaced 

Ratio 

Wells 

Initial  Current 

Initial  Current 

RfMflR.fig 

- 

- 

- 

- 

Acheson  North 

0-2  Unit 

~ 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

May  /62 

10 

0.89 

24 

0.26  0.33 

250 

172 

Chauvin  Main 
Mannville  Unit 

Sept  /63 

1 

0.65 

14 

0.0  0.105 

549 

834 

Crossfield  Cardium 

_ 

_ 

. 

Unit  No.  1 

- 

- 

- 

- 

- 

- 

- 

See  Oil  Operation 
Units 

Nov  /60 

11 

0.89 

4 

0.0  0.030 

2,200 

303 

Bentley  Viking  Sand 
Unit 

Apr  /63 

6 

0.82 

— 

0.0  0.0 

2,175 

350 

Gilby  Viking  Unit 
No.  1 

- 

- 

- 

- 

- 

- 

- 

Golden  Sp ike  South 
D-3  Unit 

June  /59 

5 

0.89 

1 

0.003  0.236 

2,889 

396 

- 

June  /63 

4 

0.71 

2 

0.0  0.099 

1,936 

654 

- 

Oct  /6 2 

11 

0.85 

3 

0.054  0.477 

804 

142 

- 

Nov  /62 

2 

0.71 

- 

0.0  0.0 

1  ,657 

339 

- 

Ffeld 

JOARCAM 

JOFFRE 

JOFFRE 

Judy  Creek 

Kaybob 

Leduc- 

WOODBEND 

Leduc- 

WOODBEND 

Leduc- 

WOODBEND 

Peavey 
PEMB I NA 

Pembina 

Pemb i NA 

PEMB I NA 
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OIL  CONSERVATION  SCHEMES 


Production  Data 


Pool 

Project 

No. 

Type 

No.  of  Wells 

Economic 

Allowance 

Allocation 

SriJFMP  np  Approval 

1963 

Cumulative 

to  December  31 

.  1963 

Operator 

Acreage 

AND 

Pattern 
of  Inj. 

MPR 

Path: 

No. 

Date  of 
Commencement 

Oil 

Bbl 

Gas 

Mcf 

Water 

Bbl 

Oil 

Bbl 

Gas 

Mcf 

Water 

Bbl 

Pool 

2,116,767 

Viking 

IMP 

- 

5,360 

W 

130 

4 

3 , 556 

96.3600 

Mar  7/63 

584 

Sept  1/63 

909,823 

527,028 

118,068 

12,632,821 

7,160,269 

Viking 

Calstan 

IMP 

Grt  Pens 

- 

12,560 

WLF 

263 

27 

8,411 

290.0000 

Nov  21/60 

377 

Jan  1/58 

1,859,491 

615,373 

H31 ?  6  6  6 

28,736,396 

14,084,001 

1  ,787,751 

Viking 

McGaha 

- 

1 ,600 

WF 

8 

1 

248 

9.0000 

July  20/62 

509 

Jan  1/63 

46,871 

90,149 

164,647 

236,110 

Beaverhill 

Lake 

IMP 

- 

27,360 

WF 

167 

14 

3,400 

168.6911 

Nov  7/62 

551 

Jan  1/63 

4,915,586 

3,156,904 

468 

13,260,210 

8,357,728 

9,180 

Beaverhill 
Lake  A 

Calstan 

- 

13,920 

WF 

- 

- 

- 

- 

June  28/63 

609 

Jan  1/64 

- 

- 

- 

- 

- 

- 

D~2  A 

IMP 

- 

14,120 

WG 

351 

7 

13,718 

342.2143 

Dec  17/62 

568 

Nov  1/60 

3,577,550 

3,916,194 

938,700 

56,357,312 

59,055,922 

3,843,318 

D=2  B 

Decalta 

- 

5,080 

WF 

100 

11 

924 

33.0000 

May  14/62 

495 

Aug  1/62 

274,407 

430,060 

343,786 

11,998,663 

13,827,842 

2,368,407 

D=3  A 

IMP 

= 

19,320 

WG 

450 

2 

45,965 

450.0000 

Oct  3/60 

364 

Oct  1/60 

6,620,697 

3,771 ,954 

101 ,870 

134,141 ,448 

77,127,545 

2,566,004 

Bla irmore 

IMP 

- 

640 

WF 

2 

1 

25B/D/W 

- 

July  17/63  616 

Dec  1/63 

428 

786 

72 

66,729 

140,410 

3,468 

Cardium 

Baysel 

14 

1,920 

160-5 

12 

12 

1  ,680 

24.0000 

Aug  25/58 

188 

June  1/58 

307,659 

189,553 

85,907 

2,260,501 

1  ,915,327 

259,625 

13-47-7W5 

WF 

Cardium 

Baysel 

15 

640 

160-5 

4 

4 

560 

8.0000 

Mar  31/61 

406 

May  1/57 

102,879 

32,357 

- 

1,062,376 

408,201 

- 

24-47“  8W5 

WF 

Card i um 

B.A. 

95 

320 

160-5 

2 

2 

280 

4.0000 

Oct  17/58 

206 

Dec  1/58 

38,735 

17,819 

2,233 

319,815 

347,939 

2,633 

32-46- 7W5 

WF 

Card i um 

B.A. 

64 

160 

160-5 

1 

1 

140 

2.0000 

Oct  17/58 

206 

Feb  1/59 

25,631 

11,281 

720 

252,726 

133,518 

2,251 

28-47- 7W5 

WF 
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Injection  Data 


-1963 

Cum  to  December  31.  1963 

Unit 

Block 

Water 

Gas 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

Acreage 

No. 

565,642 

- 

- 

565,642 

- 

- 

Mar  1/63 

5,120 

55 

4,067,077 

-- 

- 

44,662,503 

- 

- 

Sept  1/57 

12,560 

60 

132,230 

- 

- 

132,230 

- 

- 

Apr  1/63 

1 ,600 

65 

7,788,598 

- 

-  ■ 

9,060,544 

- 

- 

Nov  1/62 

27,200 

80 

- 

- 

-- 

- 

- 

- 

- 

- 

6,231 ,269 

495,300 

- 

18,978,305 

11,945,305 

- 

Oct  1/60 

14,440 

70 

2,487,788 

- 

- 

3,741 ,715 

- 

- 

May  1/62 

4,560 

72 

4,287,350 

5,505,621 

- 

76,443,495 

14,450,566 

- 

Oct  1/60 

19,320 

71 

2,345 

- 

- 

2,345 

- 

- 

- 

- 

- 

658,034 

- 

-• 

3,440,927 

- 

-- 

- 

- 

110 

134,986 

- 

- 

1,099,191 

- 

- 

- 

- 

111 

77,541 

- 

- 

354,650 

_ 

120 

37,144 


272,591 


121 


Date  of 

Cum. 

No.  of 

First 

Replace- 

item 

No.  OF 
Mos.Vo 1 D 
Replaced 

Replace¬ 

ment 

Ratio 

Break 

Through 

Wells 

Project  WOR 

Initial  Currfnt 

Project  G0R 

t  M  1  T  1  A  I  ri  lDDtTIJT 

Joarcam  Viking 

Unit  No.  1 

- 

- 

0.25 

29 

0.094 

0.094 

610 

610 

Feb  /58 

12 

1.29 

19 

0.0 

0.280 

1,800 

332 

Joffre  Viking 
Sand'Onit 

Dec  / 63 

1 

0.42 

- 

0.0 

0.0 

1 ,794 

963 

Joffre  Viking 

Unit  No.  2 

Feb  /63 

11 

1.12 

- 

0.0 

0.0 

621 

691 

Judy  Creek 
Beaverhill  Lake  Uni 

- 

- 

- 

-- 

- 

- 

- 

- 

See  Oil  Operation 

Un  1  TS 

0.41 

128 

0.087 

0.271 

1,152 

1,196 

Leduc-Woodbend 

D-2  A  Unit 

Most  of  Unit  in 

P.M.  Area 

Nov  /62 

8 

1.24 

82 

1.089 

1.207 

1  ,633 

1  ,605 

Leduc-Woodbend 

D-2  B  Unit 

Dec  /60 

7 

1.19 

14 

0.011 

0.003 

563 

514 

Leduc-Woodbend 

0-3  A  Unit 

- 

- 

- 

_ 

- 

- 

- 

- 

- 

Oct  /58 

9 

0.98 

9 

0.0 

0.281 

1,485 

488 

- 

Jan  /58 

9 

1.06 

- 

0.0 

0.0 

403 

323 

Orig.  App  July  23, 
1950  Superceded 

Apr  /59 

12 

0.83 

2 

0.0 

0.083 

1  ,638 

366 

Sparrow  Lease 

Jan  /59 

12 

1.81 

1 

0.0 

0.035 

1  ,305 

315 

Fremstad  Lease 
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OIL  CONSERVATION  SCHEMES. 


Field 

Pool 

Operator 

Pool 

Project 

No. 

Acreage 

Type 

and 

Pattern 
of  Inj, 

PEMB 1 NA 

Card i um 

B.A. 

22-48-8W5 

36 

160 

160-5 

WF 

PEMB 1 NA 

Card i um 

B.A. 

36“47“8W5 

35 

320 

160-5 

WF 

Pembina 

Card i um 

B.A. 

1 6=47“ 8W5 

- 

320 

160-5 

WF 

Pemb 1 NA 

Cardium 

B.A. 

3-48-9W5 

- 

320 

160-5 

WF 

PEMB 1 NA 

Card i um 

B.A. 

29“48~  9W5 

- 

1,280 

160-5 

WF 

Pemb i na 

Card i um 

B.A. 

1 8-48-6W5 

- 

960 

320-9 

WF 

Pembina 

Card i um 

Calstan 

3-47-7W5 

75 

1 ,440 

160-5 

WF 

Pemb i na 

Card i um 

Calstan 

17-47-7W5 

37 

320 

160-5 

WF 

Pemb i na 

Card i um 

Calstan 
25-47- 7W5 

- 

160 

160-5 

WF 

Pembina 

Card i um 

Calstan 

23-47-8W5 

44 

320 

160-5 

WF 

Pemb i na 

Card i um 

Calstan 

36-47-9W5 

76 

320 

160-5 

WF 

Pemb i na 

Card i um 

Calstan 
28-48-  9W5 

77 

320 

160-5 

WF 

Pemb i na 

Card i um 

Calstan 

31-46-7W5 

- 

160 

160-5 

WF 

No.  of  Wells  Economic  Scheme  of  Approval 

Allowance  Date  of 


Prod. 

Inj. 

MPR 

Allocation 

Date  No. 

Commencement 

1 

1 

140 

2.0000 

Oct  17/58 

206 

Mar  1/59 

2 

2 

280 

4.0000 

Oct  17/58 

206 

Nov  1/59 

2 

2 

28B/D/W 

- 

Nov  20/59 

295 

Jan  1/60 

2 

2 

28B/D/W 

- 

Nov  20/59 

294 

Jan  1/60 

8 

6 

28B/D/W 

- 

Oct  30/59 

281 

Jan  1/60 

3 

3 

37B/D/W 

- 

Aug  20/62 

521 

Dec  1/62 

9 

9 

1,260 

18.0000 

Aug  25/58 

170 

Apr  1/58 

2 

2 

280 

4.0000 

Aug  25/58 

170 

Feb  1/58 

1 

1 

28B/D/W 

- 

July  15/58 

172 

Nov  1/58 

2 

2 

280 

4.0000 

July  15/58 

172 

Apr  1/59 

2 

2 

280 

4.0000 

Aug  25/58 

170 

Jan  1/58 

2 

2 

280 

4.0000 

Sept  22/58 

199 

Aug  1/59 

1 

1 

28B/D/W 

July  15/58 

172 

Jan  1/60 

Production 

Data 

1963 

Cumulative  to  December  31 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

25,516 

7,963 

16 

351 ,965 

221,283 

299 

51 ,514 

18,960 

52 

650,609 

441 ,056 

446 

16,092 

26,486 

1  ,741 

203,952 

244,873 

4,315 

20,632 

35,328 

48 

383,414 

423,813 

286 

141 ,596 

90,240 

8,973 

1 ,318,749 

1,038,249 

21,876 

18,807 

67,264 

- 

574,164 

901 ,028. 

134 

185,173 

103,452 

10,785 

1 ,439,678 

2,009,034 

13,383  ” 

50,849 

12,784 

-- 

572,292 

289,861 

102 

16,992 

5,401 

23 

121  ,971 

85,065 

907 

52,018 

10,626 

- 

418,504 

219,668 

- 

50,920 

41 ,427 

- 

445,962 

532,441 

809 

48,974 

16,610 

29 

372,003 

306,177 

53 

15,423 

6,975 

162,843 

107,904 

1 
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Injection  Data 


1963 

Cum  to  December  31 . 

1963 

Unit 

Block 

Water 

Gas 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl 

M£F 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

AdREAGE 

No. 

38,171 

— 

216,386 

- 

- 

122 

73,394 

- 

- 

368,762 

- 

- 

- 

- 

123 

42,081 

- 

- 

164,568 

- 

- 

- 

- 

124 

102,358 

- 

- 

243,401 

- 

- 

- 

- 

125 

289,954 

- 

-  ' 

793,706 

- 

- 

- 

- 

126 

107,143 

.  - 

107,143 

- 

- 

- 

- 

127 

436,479 

- 

- 

2,332,950 

- 

- 

- 

130 

107,361 

- 

- 

622,689 

- 

- 

- 

- 

131 

35,173 

- 

- 

207,973 

- 

- 

- 

- 

132 

111,145 

- 

-  - 

518,560 

- 

- 

- 

- 

133 

101 ,543 

- 

- 

478,883 

- 

- 

- 

- 

134 

81,119 

- 

- 

311,405 

- 

- 

- 

- 

135 

28,470 

- 

- 

132,866 

_ , 

136 

Date  of 

Cum. 

No.  of 

First 

Replace- 

JMemt 

No.  OF 

Mos. Void 
Replaced 

Replace¬ 

ment 

Ratio 

Break 

Through 

Wells 

Project  WOR 

Initial  Currfnt 

Project  GOR 

InITIAI  rilDDCTKJT 

May  /59 

12 

1.44 

- 

0.0 

0.0 

701 

361 

Nov  /59 

12 

1.32 

0.0 

0.0 

831 

386 

Oct  /6 0 

- 

0.56 

2 

0.0 

0.132 

882 

1 ,431 

Aug  /60 

12 

0.73 

2 

0.0 

0.002 

1  ,464 

1  ,234 

Feb  /60 

9 

0.79 

2 

0.0 

0.066 

976 

472 

May  /6 3 

5 

1.07 

- 

0.0 

0.0 

3,034 

3,448 

May  /58 

12 

1.08 

8 

0.0 

0.101 

4,270 

480 

June  /58 

12 

1.61 

- 

0.0 

0.0 

1 ,550 

248 

Nov  /58 

12 

2.01 

- 

0.0 

0.0 

1  ,821 

306 

Apr  /59 

12 

1.55 

- 

0.0 

0.0 

1  , 054 

185 

Apr  /58 

8 

0.85 

- 

0.0 

0.0 

3,770 

746 

Nov  /59 

12 

0.98 

- 

0.0 

0.0 

1  ,020 

Jan  /60 

12 

1.45 

_ 

0.0 

0.0 

956 

465 

Remarks 

Wallace  Lease 


Pembina  Lease 


Ras  Pemb  i  na  Lease 


Pembina  Lease 


Bird  Lease 
Formerly  Project 
No.  85 

Buck  Creek  Lease 
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OIL  CONSERVATION  SCHEMES 


Field 

PEMB 1 NA 

Pool 

Card i um 

Operator 

Calstan 

6-47-7W5 

Pool 

Project 

No. 

65 

Acreage 

320 

Type 

and 

Pattern 
of  Inj. 

160-5 

WF 

PEMB 1 NA 

Cardium 

Amax 

2-47-7W5 

- 

320 

160-5 

WF 

PEMB 1 NA 

Card i um 

CS  ' 

31-49-  9W5 

- 

800 

160-5 

WF 

Pembina 

Card i um 

CS 

31°49=8W5 

66 

640 

160-5 

WF 

Pemb 1 NA 

Card i um 

CS 

34-49-8W5 

67 

640 

160-5 

WF 

PEMB 1 NA 

Card i um 

CS 

29-49-9W5 

- 

1,760 

160-5 

WF 

Pemb i na 

Card i um 

CS 

36-49-1 0W5 

- 

640 

160-5 

WF 

Pemb i na 

Card i um 

PETROF 1 NA 
17-47-8W5 

- 

320 

160-5 

WF 

Pemb i na 

Card i um 

PETROF 1 NA 
30-47-  8W5 

- 

480 

160-5 

WF 

Pemb i na 

Card i um 

PETROF INA 
28-48-9W5 

57 

320 

160-5 

WF 

Pemb i na 

Card i um 

Cancrude 

19-48-5W5 

- 

480 

GP 

Pemb i na 

Card i um 

Champl 1 N 
2C-48-6W5 

- 

320 

320-9 

WF 

Pemb i na 

Card i um 

Colorado 
23-47=  7W5 

16 

320 

160-5 

WF 

Jifij-  °F  W44L5  Economic  Scheme  of  Approval 


Prod. 

2 

Inj.  MPR 

2  280 

Allowance 

Allocation 

4.0000 

Dais 

July  15/58 

Jo. 

172 

Date  of 
Commencement 

Jan  1/60 

2 

2 

28B/D/W 

Aug  25/58 

186 

July  1/58 

5 

5 

28B/D/W 

- 

Sept  1/59 

263 

Apr  1/60 

5 

3 

560 

8.0000 

July  15/60 

339 

Nov  1/60 

5 

3 

560 

8.0000 

July  15/60 

339 

Nov  1/60 

11 

11 

28B/0/W 

- 

Sept  1/59 

263 

July  1/61 

4 

4 

28B/D/W 

- 

Sept  1/59 

263 

Aug  1/61 

2 

2 

28B/D/W 

- 

Dec  28/60 

389 

Jan  1/59 

3 

3 

28B/D/W 

- 

Dec  28/60 

389 

Dec  1/58 

2 

2 

280 

4.0000 

Dec  28/60 

389 

Nov  1/58 

2 

1 

37B/D/W 

- 

Sept  11/61 

443 

Feb  1/62 

1 

1 

37B/D/W 

- 

Nov  29/62 

563 

Jan  1/63 

2 

2 

280 

4.0000 

Sept  22/58 

196 

Sept  1/58 

Production 

Data 

1963 

Cumulative 

to  December  31 

.  1963 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

51,579 

10,714 

525,307 

345,796 

98 

32,759 

37,401 

1 ,146 

220,247 

510,284 

2,621 

44,453 

40,253 

4,167 

270,782 

326,790 

7,286 

102,019 

61 ,794 

3,855 

475,077 

414,218 

3,853 

102,235 

32,095 

- 

544,901 

214,982 

- 

171 ,238 

122,446 

6,517 

729,843 

873,171 

11,404 

26,279 

41,598 

316 

150,962 

255,353 

316 

21,069 

11,202 

- 

234,584 

233,334 

51 

52,331 

42,706 

1  ,327 

450,853 

891 ,336 

3,546 

51 ,687 

18,826 

- 

485,816 

340,958 

42 

28,354 

59,113 

- 

110,291 

142,554 

- 

10,985 

21,990 

- 

104,716 

139,083 

- 

49,441 

17,698 

35,635 

544,230 

304,075 

98,631 
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Injection  Data 


1963 

Cum  to  December  31.  1963 

Ul\)IT 

Block 

Water  Gas 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl  M,cp 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

Acreage 

No. 

101,1*57 

- 

438,022 

- 

- 

- 

137 

133,289 

- 

763,626 

- 

- 

- 

- 

140 

145,638 

- 

477,579 

- 

- 

- 

- 

190 

160,120 

- 

536,426 

- 

- 

- 

- 

191 

141,347 

- 

469,334 

- 

- 

- 

192 

412,855 

- 

1 ,011 ,792 

- 

- 

- 

193 

136,497 

- 

311 ,377 

- 

- 

- 

- 

194 

42,182 

- 

343,507 

- 

- 

- 

- 

160 

107,726 

- 

543,233 

- 

- 

- 

- 

161 

74,947 

- 

503,024 

- 

- 

- 

- 

162 

30,200 

- 

- 

51 ,655 

- 

- 

- 

170 

63,136 

- 

63,136 

- 

- 

- 

- 

200 

98,835 

545,310 

_ 

220 

Date  of 
First 
Replace- 
■MfflJ- .. 

No;  of 
Mos.Voio 

Cum. 

Replace¬ 

ment 

Ratio 

No.  or 
Break 
Through 
Wells 

Project  WOR 

Initial  Current 

Project  GOR 

Initial  Current  Remarks 

Mar  /60 

12 

1.48 

- 

0.0 

0.0 

1  ,502 

152 

Nov  /60 

12 

1.65 

1 

0.0 

0.038 

4,220 

1  ,081 

Aug  /60 

12 

1.27 

5 

0.0 

0.144 

1 ,271 

815 

Dec  / 60 

9 

1.03 

2 

0.0 

0.037 

1 ,188 

529 

Nov  /60 

12 

1.15 

- 

0.0 

0.0 

347 

350 

Aug  / 6 1 

12 

1.33 

3 

0.0 

0.044 

1,360 

803 

Oct  /61 

12 

1.60 

3 

0.0 

0.050 

1 ,474 

1  ,634 

Jan  /59 

11 

1  .67 

- 

0.0 

0.0 

1,179 

462 

Feb  /59 

12 

0.90 

1 

0.0 

0.022 

5,092 

568 

May  /59 

11 

1.16 

- 

0.0 

0.0 

3,960 

343 

- 

- 

0.47 

- 

0.0 

0.0 

1,192 

2,528 

Jan  /63 

11 

1.83 

- 

0.0 

0.0 

1,603 

2,268 

Oct  /58 

7 

1.12 

2 

0.012 

0.709 

950 

368 
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OIL  CONSERVATION  SCHEMES 


Ft^-P 

Pool 

Operator 

Pool 

Project 

No. 

Acreage 

Type 

and 

Pattern 
of  Inj. 

No. 

Proc 

■flEjfoilg 

b  Inj. 

MPR 

Economic 

Allowance 

Allocation 

PEMB 1 NA 

Card i um 

Colorado 
4-48"  7W5 

640 

1 60=5 
WF 

4 

4 

28B/D/W 

<=* 

PEMB 1 NA 

Card i um 

DeKalb 
21-49-1 0W5 

68 

320 

1 60=5 

WF 

2 

2 

280 

4.0000 

PEMB 1 NA 

Card i um 

DeKalb 

27-48-6W5 

- 

480 

320-9 

WF 

2 

1 

28B/D/W 

- 

PEMB 1 NA 

Card i um 

DeKalb 

17-47-6W5 

- 

320 

160-5 

WF 

2 

2 

28B/D/W 

- 

PEMB 1 NA 

Card i um 

Dev-Pal 

15-49-9W5 

78 

320 

1 60=5 

WF 

2 

2 

280 

4.0000 

PEMB 1 NA 

Card i um 

Dev-Pal 

9-43-3W5 

86 

160 

160-5 

WF 

1 

1 

140 

2.0000 

Pembina 

Card i um 

Dome 

23-48-8W5 

39 

480 

1  60=5 

WF 

3 

3 

420 

6.0000 

Pembina 

Card i um 

Dome 

36-49-9W5 

- 

1 ,120 

5+9 

WF 

9 

4 

28B/D/W 

- 

Pemb 1 NA 

Card i um 

Dome 

5-47-9W5 

62 

4,800 

640-9 

GP 

27 

3 

1,110 

30.0000 

Pemb ina 

Card i um 

Home 

22-47-7W5 

18 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Pemb i na 

Card i um 

Home 

26-47-  8W5 

19 

640 

160-5 

WF 

4 

4 

560 

8.0000 

Pemb i na 

Card i um 

Home 

13-48-8W5 

20 

480 

160-5 

WF 

3 

3 

420 

6.0000 

Pemb i na 

Card i um 

Home 

17-48-9W5 

- 

320 

160-5 

WF 

2 

2 

28B/D/W 

- 

Scheme  of  Approval 

Production 

Data 

1963 

Cumulative  to 

December  31 

.  1963 

Date  of 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Date 

No. 

Commencement 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

Aug  25/58 

193 

Mar  1/58 

56,431 

44,003 

82,995 

366,221 

478,039 

344,657 

June  30/60 

332 

Sept  1/60 

51 ,557 

37,437 

504 

258,525 

194,006 

1,992 

Sept  21/62 

535 

Jan  i/63 

31  ,594 

24,691 

- 

112,582 

89,873 

- 

Oct  21/63 

636 

Nov  1/63 

11 ,029 

17,451 

- 

14,119 

28,009 

- 

June  25/63 

608 

Apr  1/60 

39,936 

18,996 

352 

241 ,469 

203,042 

2,494 

Dec  16/60 

386 

Jan  1 /6  1 

17,269 

6,721 

434 

114,766 

90,807 

580 

Aug  25/58 

185 

Feb  1/58 

76,649 

36,131 

- 

827,662 

683,624 

345 

Aug  10/60 

347 

Jan  1/61 

108,340 

123,398 

- 

644,139 

808,891 

- 

June  5/61 

424 

June  1/59 

216,575 

647,484 

- 

1 ,080,880 

2,686,221 

- 

Aug  25/58 

191 

Jan  1/58 

47,734 

21  ,383 

34,905 

55 1,127 

266,840 

105,282 

May  26/58 

165 

Sept  1/58 

102,700 

27,252 

8 

1 ,023,259 

621 ,203 

34 

Aug  25/58 

191 

Jan  1/58 

59,393 

38,137 

48,484 

840,776 

733,027 

146,242 

Aug  4/59 

249 

Sept  1/59 

18,158 

33,585 

769 

670,827 

860,046 

4,785 
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Injection  Data 


1963 

Cum  to  December 31 ,  1963 

Unit 

Block 

Water 

Gas 

LPG 

Water 

Ga  s 

LPG 

Effective 

Code 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

Acreage 

No. 

179,167 

- 

= 

1 ,292,440 

- 

= 

221 

82 

! ,  806 

- 

- 

272,669 

- 

- 

- 

= 

240 

50 

,065 

- 

- 

56,017 

- 

= 

- 

- 

241 

5 

,873 

- 

- 

5,873 

- 

- 

- 

- 

242 

131 

,152 

- 

382,320 

- 

- 

- 

- 

250 

58 

,120 

- 

- 

161 ,157 

- 

- 

- 

- 

251 

95 , 

,650 

-  ■ 

- 

623,718 

- 

- 

- 

- 

260 

CO 

CNJ 

038 

-- 

- 

776,868 

- 

- 

- 

- 

261 

507,918 

- 

- 

VO 

CO 

CO 

CO 

103,085 

May  1/61 

4,800 

262 

101, 

086 

- 

- 

562,518 

- 

- 

- 

280 

158, 

585 

- 

- 

989,718 

- 

- 

- 

- 

281 

139, 

863 

- 

- 

895,741 

- 

- 

- 

- 

283 

93, 

998 

-= 

387,368 

284 

Date  of 
First 
Replace- 
ilEill 

No.  OF 

Mos. Vo  1  D 

Cum. 

Replace¬ 

ment 

Ratio 

No.  of 
Break 
Through 
Wells 

Project  W0R 

Initial  Current 

Project  GOR 

Initial  Current 

Remarks 

Oct  /58 

6 

1.10 

2 

0.0 

1.609 

1 ,030 

787 

•Jan  /61 

6 

0.92 

1 

0.003 

0.008 

1 ,042 

586 

July  /62 

1 

0.93 

- 

0.0 

0.0 

449 

884 

- 

- 

0.82 

- 

0.0 

0.0 

1,400 

1,387 

May  / 60 

12 

0.93 

1 

0.050 

0.009 

667 

345 

Orig.  P.M.  App 

Feb  /61 

12 

1.64 

1 

0.0 

0.065 

1,570 

392 

307  &  441  RESCINDED 

Dec  /58 

3 

0.88 

- 

0.0 

0.0 

2,620 

462 

Aug  /61 

9 

1.11 

- 

0.0 

0.0 

1 ,744 

936 

_ 

0.63 

0.0 

0.0 

1 ,392 

2,728 

Pemb i na  Card i um 

-i 

Apr  /58 

9 

0.98 

2 

0.0 

0.964 

695 

477 

Unit  No.  7 

Nov  /58 

11 

1.29 

- 

0.0 

0.0 

1 ,586 

272 

Sept  /58 

6 

1.13 

2 

0.0 

0.932 

7,100 

612 

Nov  /59 

12 

1.12 

0.0 

0.0 

1  ,816 

1  ,636 
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Pool 

Project 

Type 

AND 

Pattern 

No.  of  Wells 

Economic 

Allowance 

Field 

Pool 

Operator 

No. 

Acreage 

of  Inj. 

Prod. 

Inj. 

.  MPR 

Allocation 

Pemb I na 

Card i um 

Home 

21=48=  9W5 

*=* 

320 

160-5 

WF 

2 

2 

28B/D/W 

=3 

PeMB 1 NA 

Card i um 

HB 

35=47=8 

38 

320 

160=5 

WF 

2 

2 

280 

4.0000 

Pemb i na 

Card i um 

HB 

33=49=  8W5 

58 

480 

160=5 

WF 

3 

3 

420 

6.0000 

Pemb i na 

Card  ium 

HB 

8=47=  7W5 

21 

640 

160=5 

WF 

4 

4 

560 

8.0000 

Pembina 

Card i um 

HB 

26-47-7W5 

47 

480 

160=5 

WF 

3 

3 

420 

6.0000 

Pemb i na 

Card i um 

IMP 

1=48= 9W5 

45 

960 

160=5 

WF 

6 

6 

840 

12.0000 

Pemb ina 

Card i um 

IMP 

23-49-6W5 

82 

17,320 

Per 

89 

16 

3,441 

91.6429 

Pemb i na 

Card i um 

IMP 

19-48-6W5 

- 

4,160 

320-9 

WF 

14 

12 

37B/D/W 

- 

Pemb i na 

Card i um 

IMP 

17-48-6W5 

- 

640 

320-9 

WF 

2 

2 

37B/0/W 

- 

Pembina 

Card i um 

Lewis  Engr 
1 8=47=6W5 

22 

800 

160=5 

WF 

5 

5 

700 

10.0000 

Pemb i na 

Card i um 

Lewis  Engr 
1 5=47=  7W5 

8 

5,760 

160=5 

WF 

36 

36 

5,040 

71.0000 

Pemb i na 

Card i um 

Lewis  Engr 
1 2=47=  8W5 

9 

4,000 

160=5 

WF 

25 

25 

3,500 

50.0000 

Pemb i na 

Card i um 

Lewis  Engr 
25=47- 8W5 

10 

1,440 

160=5 

WF 

9 

9 

1,260 

18.0000 

Production  Data 


Scheme  of  Approval 

1963 

Cumulative  to 

December  31 

.  1963 

Date  of 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Date 

No. 

Commencement 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

Aug  4/59 

249 

Sept  1/59 

28,219 

12,407 

4,334 

434,616 

357,322 

8,342 

Nov  13/58 

209 

May  1/59 

51 ,455 

21  ,912 

- 

635,981 

531 ,756 

188 

July  11/60 

335 

Nov  1/60 

76,590 

28,949 

= 

456,164 

247,185 

= 

Aug  28/58 

187 

July  1/58 

102,403 

25,485 

- 

1  ,358,835 

780,985 

994 

Jan  20/59 

226 

July  1/59 

67,173 

19,298 

1 ,278 

755,984 

603,398 

1,882 

Sept  22/58 

197 

Nov  1/58 

130,883 

51 ,334 

29,910 

1 ,351 ,408 

779,971 

106,142 

Dec  17/63 

649 

Nov  1/62 

1  ,099,860 

392,779 

508 

5,133,503 

1 ,826,133 

528 

Aug  20/62 

522 

Jan  1/63 

107,144 

255,722 

3,532 

2,083,756 

3,276,645 

4,571 

Nov  21/62 

561 

Jan  1/63 

14,369 

42,215 

- 

259,501 

410,047 

39 

Aug  25/58 

190 

June  1/58 

129,207 

78,378 

4,533 

1 ,211 ,291 

1 ,194,251 

21  ,367 

May  23/56 

- 

Jan  1/57 

912,729 

360,453 

227,848 

11,242,100 

7,106,021 

1,291  ,016 

May  23/56 

- 

Nov  1/56 

629,035 

180,094 

5,416 

6,825,349 

2,915,646 

11,968 

May  23/56 

Feb  1/57 

231  ,188 

78,708 

733 

3,077,239 

1,546,790 

1  ,711 
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1 NJECT 1  ON 

Data 

1  963 

Cum  to  December  31 . 

1963 

Unit 

Block 

Water 

Gas 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl 

Mijf 

Bbl 

Bbl 

Mcf 

BpL 

Date 

AdREAGE 

No. 

83,691 

- 

391  ,438 

- 

285 

60,342 

- 

- 

438,551 

- 

- 

- 

- 

230 

148,433 

- 

- 

521  ,764 

- 

- 

- 

231 

118,036 

- 

- 

1,217,177 

- 

- 

- 

-- 

290 

91 ,448 

- 

- 

67  2',  410 

- 

- 

- 

- 

291 

405,886 

- 

- 

1 ,480,217 

- 

- 

- 

- 

310 

,029,577 

- 

- 

1 ,091 ,250 

- 

- 

Aug  1/62 

17,320 

311 

520,176 

- 

- 

520,176 

- 

- 

- 

- 

312 

82,039 

- 

- 

82,039 

- 

- 

- 

- 

313 

184,242 

- 

- 

1 ,399,963 

- 

- 

- 

- 

330 

,780,680 

- 

- 

12,778,362 

- 

- 

- 

331 

,199,756 

- 

- 

8,277,779 

- 

- 

- 

- 

332 

641 ,171 

«=. 

3,494,050 

, , , 

_ , 

333 

Date  of 

F  IRST 
Replace¬ 
ment 

No.  OF 

Mos. Vo  1 D 
Replaced 

Cum. 

Replace¬ 

ment 

Ratio 

No.  OF 
Break 
Through 
Wells 

Project  W0R 

Initial  Current 

Project  GOR 

Initial  Current 

Rem/iri^ 

Nov  /59 

12 

1.12 

1 

0.0 

0.178 

1,816 

381 

June  /59 

6 

1.23 

- 

0.0 

0.0 

1,521 

430 

Dec  /60 

12 

1.49 

- 

0.0 

0.0 

761 

377 

Aug  /58 

10 

1.63 

- 

0.0 

0.0 

1,050 

255 

Aug  / 59 

9 

1.95 

3 

0.0 

0.073 

1,633 

282 

Jan  /59 

8 

1.15 

6 

0.0 

0.391 

1 ,330 

392 

May  /63 

5 

1.75 

4 

0.0 

0.005 

363 

352 

Pemb i na  Card i um  Unit 
No.  10  Orig.  P.M. 
APP  51 3  RESCINDED. 

Jan  /63 

6 

0.92 

3 

0.0 

0.037 

3,027 

2,190 

May  /63 

8 

1.16 

- 

0.0 

0.0 

3,199 

1  ,725 

Feb  /60 

7 

0.96 

5 

0.0 

0.045 

2,190 

634 

"En  Lease 

July  /58 

12 

0.94 

25 

0.0 

0.257 

1,195 

402 

"A"  Lease 

Mar  /51 

12 

1.17 

9 

0.0 

0.007 

550 

287 

Lease 

May  /58 

11 

1.30 

0.0 

0.0 

1 ,015 

339 

ffC"  Lease 
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Production  Data 


Pool  and  No.  of  Wells  Economic  Scheme  of  Approval  1963  _ _  Cumulative  to  0.  ...mber  3Ti  1?.55. 

Project  Pattern  Allowance  Date  of  Oil  Gas  Water  Oil  Gas  Water 


Field 

Pemb I na 

Pool 

Card i um 

Operator 

No. 

Acreage 

OF  INJ. 

Prod. 

19 

Inj. 

14 

MPR 

Allocation 

Date 

No. 

Commencement 

B$l 

Mcf 

Bbl  Bbl 

Mcf 

Bbl 

Lewis  Engr 
28-46-7W5 

3,200 

160-5 

WF 

& 

9- Spot 
GF 

28B/D/W 

June  30/60 

345 

Feb  1/58 

191,079 

768,447 

3,457  2,112,256 

6,281 ,037 

5,579 

Pembina 

Card i um 

Lewis  Engr 
19-47-6W5 

- 

640 

160-5 

W5 

5 

3 

28B/D/W 

- 

July  17/63 

615 

Nov  1/63 

61,832 

44,192 

715  331,885 

231  ,124 

1  ,351 

Pemb i na 

Card i um 

Lob  i  tos 
1-48- 7W5 

96 

640 

160-5 

WF 

4 

4 

560 

8.0000 

July  16/62 

506 

Oct  1/62 

84,676 

70,406 

2,219  410,367 

393,004 

7,748 

Pemb i na 

Card i um 

Marathon 
23-47- 8W5 

48 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Mar  17/58 

1 50 

July  1/58 

50,757 

13,222 

510,161 

262,566 

1 

Pemb i na 

Card i um 

Marathon 

13-48-9W5 

29 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Aug  25/58 

192 

July  1/58 

40,145 

16,746 

9,617  452,846 

479,973 

28,201 

Pemb i na 

Card i um 

Marathon 

2-48-8W5 

41 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Feb  9/59 

227 

July  1/59 

51 ,074 

19,527 

33  506,012 

462,260 

14 

Pemb i na 

Card i um 

Marathon 

15-47-8W5 

71 

640 

160-5 

WF 

4 

4 

560 

8.0000 

Aug  4/59 

250 

Oct  1/59 

84,499 

36,191 

718,605 

506,901 

- 

Pemb i na 

Card i um 

Marathon 

30-47-6W5 

59 

960 

160-5 

WF 

6 

6 

840 

12.0000 

July  11/60 

334 

Oct  1/60 

153,935 

61 ,861 

45,662  1,029,009 

484,321 

101 ,203 

Pemb i na 

Card i um 

Mitchell 
&  Assoc. 

1 1-48-8W5 

23 

1,440 

160-5 

WF- 

9 

9 

1 ,260 

18.0000 

July  13/62 

498 

Oct  1/57 

227,341 

105,501 

5,146  2,503,621 

2,529,848 

33,347 

Pemb i na 

Cardium 

Mitchell 
&  Assoc. 
15-47-8W5 

69 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Sept  17/59 

268 

Nov  1/59 

47,710 

16,894 

440,151 

306,952 

57 

Pemb i na 

Card i um 

Mitchell 
&  Assoc. 
12-49-7W5 

- 

320 

320-9 

WF 

3 

1 

28B/D/W 

- 

Sept  17/59 

268 

Nov  1/59 

29,472 

26,707 

10,973  224,173 

237,521 

21 ,313 
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Injection 

Data 

L2$a 

Cum  to  December  31 .  1963 

Uk|it 

Block 

Water  Gas 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl  MfF 

Bbl 

Bbl 

Mcf 

4,235,408 

Bbl 

345 

Date  Acreage 

No. 

598,682  682,234 

= 

1  ,628,400 

- 

334 

13,486  -  ~  13,486  —  —  -  ~  335 

145,414  -  -  161,153  -  -  340 

104,619  -  -  540,335  -  -  360 

85,951  -  -  668,791  -  -  361 

72,148  -  -  496,367  -  -  362 

171,693  -  -  934,933  -  -  363 

270,366  -  -  914,011  -  -  364 

330,033  -  -  2,834,364  -  -  Jan  1/62  1,440  350 

72,883  ~  -  361  ,407  -  -  ~  ~  351 


42,426 


212,412 


352 


Date  of 
First 

No.  of 

Cum. 

Replace- 

No.  of 
Break 

Project  W0R 

Project  G0R 

Replace¬ 

ment 

Mos. Vo i d 
Replaced 

Me  nt 

Rat  i  o 

Through 

Wells 

Initial  Current 

Initial  Current 

Remarks 

ffD"  Lease 

July  /60 

12 

0.99 

6 

0.0 

0.023 

2,000 

3,792 

- 

- 

0.86 

- 

0.0 

0.007 

550 

534 

Dec  /62 

3 

0.96 

3 

0.051 

0.039 

1  ,009 

983 

Sept  /58 

12 

1.35 

- 

0.0 

0.0 

1  ,140 

254 

July  /58 

12 

1.44 

2 

0.0 

0.226 

3,620 

430 

Oct  /59 

12 

1.57 

- 

0.0 

0.0 

1  ,582 

369 

Nov  /59 

12 

2.28 

- 

0.0 

0.0 

867 

406 

Nov  /60 

12 

1.22 

6 

0.0 

0.278 

563 

394 

May  / 58 

11 

1.03 

1 

0.0 

0.016 

2,900 

445 

Pemb i na  Card i um 
Unit  No.  8 

Nov  /59 

12 

1.38 

- 

0.0 

0.0 

1  ,261 

308 

Luscar  ,  Mtn  Park 

June  /60 

0.60 

2 

0.0 

0.565 

1  ,146 

516 

Luscar,  Mtn  Park 
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Production  Data 


Pool 

Project 

No. 

Type 

AND 

Pattern 
of  Inj. 

160-5 

WF 

Nn  nr  Un  i  s 

Economic 

Allowance 

Allocation 

Schfmf  or  Approval 

1963 

Cumulative 

to  December  31 

.  1%3 

Field 

Pembina 

Pool 

Card i um 

Operator 

Mitchell 

X  Assoc. 
36-46-8W5 

.  ACREflQE 

320 

Prod. 

2 

Inj. 

2 

.  MPft 

Date 

Oct  30/59 

No. 

Date  of 
Commencement 

Oil 

Bbl 

24,431 

Gas 

Mcf 

Water 

Bbl 

Oil 

M. 

Gas 

Mcf 

Water 

Bbl 

28B/D/W 

285 

Jan  1/60 

14,296 

289 

236,307 

232,438 

294 

Pemb 1 NA 

Card i um 

Mitchell 
&  Assoc. 
24-48- 7W5 

- 

640 

5+9 

WF 

5 

4 

28B/D/W 

- 

Sept  17/59 

268 

Feb  1/60 

73,124 

56,203 

20,043 

550,950 

567,460 

23,024 

Pemb 1 NA 

Card i um 

Mitchell 

X  Assoc. 
32-49-8W5 

79 

640 

160-5 

WF 

5 

3 

560 

8.0000 

July  1/60 

333 

Nov  1/60 

102,313 

61 ,455 

220 

512,537 

472,818 

225 

Pemb i na 

Card i um 

Mitchell 

X  Assoc. 
24-48-  7W5 

- 

400 

320-9 

WF 

4 

1 

28B/D/W 

Oct  12/60 

367 

Nov  1/60 

41 ,520 

40,011 

3,125 

141 ,649 

214,289 

3,222 

Pembina 

Card i um 

Mitchell 

X  Assoc. 
19-47-7W5 

28 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Aug  6/58 

176 

Nov  1/58 

51 ,312 

12,054 

521 

515,958 

239,680 

2,851 

Pemb i na 

Card i um 

Mitchell 

X  Assoc. 
16-48-9W5 

87 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Oct  30/59 

278 

Nov  1/59 

44,713 

28,244 

107 

519,659 

474,548 

290 

Pemb i na 

Card i um 

NNGPCo 

10-49-5W5 

84 

8,960 

Per 

48 

8 

2,072 

55.6786 

Oct  20/62 

548 

Jan  1/63 

614,396 

301 ,033 

992 

3,061 ,253 

1 ,358,410 

1,115 

Pemb i na 

Card i um 

Pacific 

2-48-7W5 

- 

320 

160-5 

WF 

2 

2 

28B/0/W 

- 

Oct  30/59 

284 

Dec  1/59 

16,073 

10,928 

5,710 

146,416 

165,095 

34,445 

Pemb i na 

Card i um 

Pacific 
2-47- 8W5 

- 

320 

160-5 

WF 

2 

2 

28B/D/W 

- 

Nov  6/61 

455 

Jan  1/62 

17,369 

18,516 

- 

232,105 

185,934 

- 

Pemb i na 

Card i um 

Pac i f i c 
27-48- 9W5 

97 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Nov  8/61 

457 

Jan  1/62 

36,824 

18,780 

- 

317,658 

290,929 

- 

Pemb i na 

Card i um 

Pacific 

12-49-9W5 

- 

480 

320-9 

WF 

4 

2 

28B/0/W 

- 

Nov  29/61 

467 

Jan  1/62 

17,175 

27,782 

6,336 

248,394 

265,721 

7,593 

Pemb i na 

Card i um 

Pac if  i  c 

56 

2,880 

WGF 

28 

5 

924 

33.0000 

Jan  15/60 

300 

Sept  1/60 

289,070 

1 ,925,693 

6,565 

1  ,696,252 

5,025,801 

9,000 

12-48-7W5 
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Injection 

Data 

Unit 

Block 

Code 

No. 

1963 

Cum  to  December  31 .  1963 

Water 

Bbl 

Gas 

M<?f 

LPG 

Bbl 

Water 

Bpu 

Gas 

Mcf 

LPG 

Bbl 

Effective 

Date 

Acreage 

70,508 

- 

- 

287,764 

- 

“ 

353 

197,000 

- 

- 

795,816 

- 

- 

- 

354 

162,605 

- 

- 

498,888 

- 

- 

- 

- 

355 

69,859 

- 

- 

229,587 

- 

- 

- 

- 

356 

66,299 

- 

- 

491  ,435 

- 

- 

- 

- 

357 

108,387 

- 

- 

402,499 

- 

- 

- 

- 

358 

786,609 

- 

- 

786,609 

- 

- 

Nov  1/62 

8,960 

390 

70,408 

- 

- 

304,657 

- 

- 

- 

_ 

411 

115,558 

- 

- 

225,182 

- 

- 

- 

- 

412 

78,416 

- 

- 

227,241 

- 

- 

- 

- 

413 

163,754 

- 

- 

330,958 

- 

- 

- 

- 

414 

157,779 

1,727,709 

- 

281,770  i 

4,1 27,566 

74,061 

Jan  1/61 

2,880 

415 

Date  of 

F  IRST 

Replace- 

iJiiU 

No.  OF 

Mos. Vo  1  D 
Replaced 

Cum. 

Replace¬ 

ment 

Ratio 

No.  of 
Break 
Through 
Wells 

Project  W0R 

Initial  Current 

Project  G0R 

Initial  Current 

Remarks 

July  / 6 0 

11 

1.33 

1 

0.0 

0.015 

1 ,474 

491 

Luscar,  Mtn  Park 

Apr  /60 

7 

1.16 

5 

0.0 

0.390 

1 ,667 

612 

Luscar,  Mtn  Park 

Aug  /61 

11 

1.05 

3 

0.0 

0.010 

1,537 

515 

Luscar 

Jan  /62 

5 

0.78 

4 

0.0 

0.170 

1,695 

918 

Luscar 

Dec  /58 

12 

1.41 

1 

0.0 

0.13 

1,095 

224 

Trans-Canada 

Feb  /6 0 

12 

1.11 

1 

0.0 

0.002 

1,941 

476 

SUNSH 1 NE 

May  /63 

7 

1.09 

2 

0.0 

0.003 

491 

530 

Pemb i na  Card i um 
Unit  No.  12 

Oct  /60 

12 

1.53 

2 

0.701 

0.486 

1 ,092 

747 

Jan  /62 

12 

2.30 

- 

0.0 

0.0 

863 

755 

Jan  /62 

10 

2.33 

- 

0.0 

0.0 

947 

616 

Jan  /62 

12 

2.38 

1 

0.0 

0.260 

1 ,519 

1,053 

Sept  /60 

1 

0.83 

1 

0.0 

0.032 

1,734 

9,531 

Pembi na  Cardium 
Unit  No.  6 
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OIL  CONSERVATION  SCHEMES 


Production  Data 


Pool 

AND 

No.  OF  Wells 

Economic 

Scheme  of  Approval 

1963 

Cumulative 

to  December  31 

,  1963 

Field 

Pooh. 

Operator 

Project 

No.  Acreage 

Pattern 
of  Inj. 

Prod. 

Inj. 

MPR 

Allowance 

Allocation 

Date 

No. 

Date  of 
Commencement 

Oil 

Bbl 

Gas 

Mcf 

32,759 

Water 

Bbl 

Oil 

Bbl 

296,637 

Gas 

Mcf 

Water 

Bbl 

PEMB 1 NA 

Card i um 

Pacific 

1 6=49=1 0W5 

49 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Oct  2/58 

202 

June  1/59 

50,018 

- 

220,955 

- 

PEMB 1 NA 

Card i um 

Pan  Am 
28=47”  8W5 

5 

4,800 

160-5 

WF 

32 

29 

4,200 

60.0000 

Aug  25/58 

169 

Feb  1/58 

772,278 

353,948 

40,145 

7,975,159 

6,977,736 

162,079 

PEMB 1 NA 

Card i um 

Pan  Am 
6-48- 8W5 

6 

640 

160-5 

WF 

4 

4 

560 

8.0000 

Aug  25/58 

169 

Mar  1/58 

102,312 

41 ,520 

- 

1,146,871 

816,600 

273 

PEMB 1 NA 

Card i um 

Pan  Am 
35-47-9W5 

24 

1  , 280 

160-5 

WF 

8 

8 

T  ,120 

16.0000 

Aug  25/58 

169 

Mar  1/58 

188,783 

111 ,141 

6,386 

2,026,901 

1 ,733,386 

22,414 

PEMB 1 NA 

Card i um 

Pan  Am 
24-48-3W5 

30 

5,760 

160-5 

WF 

36 

36 

5,040 

72.0000 

Aug  25/58 

169 

Apr  1/58 

923,757 

498,981 

250,410 

10,253,285 

8,840,654 

887,037 

PEMB 1 NA 

Card i um 

Pan  Am 
25-48-1 0W5 

50 

5,760 

160-5 

WF 

36 

36 

5,040 

72.0000 

Aug  6/58 

174 

Sept  1/58 

908,842 

637,617 

240,306 

7,473,050 

5,151 ,466 

777,146 

Pemb ina 

Card i um 

Pan  Am 
27-48-  9W5 

7 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Aug  25/58 

169 

Afr  1/58 

50,739 

21  ,614 

10,217 

463,571 

324,704 

17,648 

PEMB  1  NA 

Card i um 

Pan  Am 
26-47-9W5 

- 

2,080 

160-5 

WF 

13 

13  28B/D/W 

- 

Sept  17/59 

267 

Dec  1/59 

91,205 

208,876 

19,261 

1  ,462,395 

3,914,868 

41 ,798 

Pemb i na 

Cardium 

Pan  Am 

6-49- 9W5 

34 

3,360 

160-5 

WF 

21 

21 

1,176 

42.0000 

Oct  30/59 

277 

Feb  1/59 

294,686 

258,485 

61 ,239 

2,470,620 

2,734,805 

103,707 

Pemb i na 

Card i um 

Pan  Am 
3-49-9W5 

88 

2,400 

160-5 

WF 

13 

12 

1,820 

25.0000 

June  30/60 

329 

Jan  1/60 

310,602 

146,536 

1,823 

1 ,945,193 

1 ,398,154 

1  ,954 

Pemb i na 

Card i um 

Pan  Am 
33-48-1 0W5 

89 

1,920 

160-5 

WF 

12 

12 

1,680 

24.0000 

June  30/60 

330 

Sept  1/60 

258,156 

170,601 

- 

1,550,087 

1 ,678,644 

124 

Pemb i na 

Card i um 

Pan  Am 
5-50- 9W5 

80 

1  ,920 

160-5 

WF 

12 

12 

1 ,680 

24.0000 

June  30/60 

331 

Sept  1/60 

287,870 

213,849 

6,614 

1,396,822 

1 ,387,978 

10,870 

Pemb i na 

Card i um 

Pan  Am 
18-48-9W5 

98 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Sept  22/61 

444 

Dec  1/60 

45,016 

41 ,751 

56 

231 ,289 

400,366 

62 
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Injection  Data 


1963 

Cum  to  December  31 .  1963 

Unit 

Block 

Water 

Bri 

Ga  s 

Mcf 

LPG 

Bbl 

Water  Gas 

Bbl  Mcf 

LPG 

Bbl 

Effective 

Date 

Acreage 

Code 

No. 

81,009 

411,678 

- 

410 

1 ,722,1 86 

- 

- 

11,385,682 

- 

- 

- 

420 

199,209 

- 

- 

1,365,329 

- 

- 

- 

421 

367,259 

- 

- 

2,700,554 

- 

- 

- 

422 

2,657,891 

- 

- 

13,183,906 

- 

- 

- 

423 

2,195,970 

- 

- 

10,460,363 

- 

- 

- 

424 

118,613 

- 

— 

616,182 

- 

- 

- 

425 

463 , 066 

- 

- 

2,186,655 

- 

- 

- 

426 

1,293,714 

- 

- 

3,861,180 

- 

Jan  1/60 

3,360 

428 

757,113 

- 

- 

1,847,758 

- 

- 

- 

429 

768,471 

- 

■- 

1,950,118 

- 

- 

- 

430 

653,952 

- 

-  - 

1,953,603 

- 

- 

- 

431 

113,123 

310,929 

- 

- 

- 

432 

Date  of 
First 

No.  OF 

Cum. 

Replace- 

No.  of 
Break 

Projfct  W0R 

Project 

G0R 

Replace¬ 

ment 

Mos.Void 

Replaced 

Ment 

Ratio 

Through 

Wells 

Initial 

Current 

Initial  Current 

Remarks 

Dec  /59 

8 

1.06 

- 

0.0 

0.0 

745 

835 

Feb  /58 

12 

1.38 

30 

0.004 

0.063 

1,380 

457 

"F"  Lease 

Mar  /58 

12 

1.30 

- 

0.0 

0.0 

1,160 

561 

Violet  Grove 

RA  5  B^Lease 

Mar  /58 

12 

1.30 

3 

0.0 

0.045 

1,370 

570 

"G"  Lease 

Nov  /58 

12 

1.30 

22 

0.0 

0.341 

1  ,700 

509 

"A"  Lease 

Mar  /59 

10 

1.20 

17 

0.0 

0.343 

880 

655 

TTDTT  Lease 

Dec  /58 

12 

1.21 

1 

0.0 

0.256 

1,100 

331 

Violet  Grove 
ffC"  Lease 

Jan  /60 

12 

1.16 

9 

0.0 

0.253 

4,111 

2,032 

"G*  South  Lease 

Apr  /60 

12 

1.29 

13 

0.0 

0.366 

1,561 

673 

Pemb i na  Card i um 
Unit  No.  4 

Apr  /60 

11 

1.27 

1 

0.0 

0.023 

1 ,048 

291 

"B"  Lease 

Oct  /60 

12 

1.46 

- 

0.0 

0.0 

1,694 

517 

Rat  Creek 
rrBff  Lease 

Oct  /60 

11 

1.19 

5 

0.0 

0.007 

1,460 

830 

"C"  Lease 

May  /62 

9 

1.02 

1 

0.0 

0.013 

1 ,943 

1 ,048 

W i nter  "G"  Leas 
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OIL  CONSERVATION  SCHEMES 


Type 


Field 

Pool 

Operator 

Pool 

Project 

.No. 

Acreage 

AND 

Pattern 
of  Inj. 

Pembina 

Card i um 

Pan  Am 
(total ) 

74 

25,280 

1 6-47-9W5 

2,880 

160-5 

WF 

9-48-9W5 

160 

160-5 

WF 

1-48-1 0W5 

8,160 

640-9 

GF 

1 5-47-9W5 

7,200 

640-9 

GP 

13-47-1 0W5 

6,880 

640=9 

GP 

Pembina 

Card i um 

Pan  Am 
22-43-  9W5 

- 

4,960 

GWF 

Pemb 1 NA 

Card i um 

Pan  Am 
21-48-1  0W5 

- 

3,040 

640-9 

GP 

Pemb 1 NA 

Card i um 

Pan  Am 
1-50-7W5 

100 

1 8,720 

320-9 

WF 

39-Spot 
Ml  SC  1  BLI 

Pemb  i  na 

Card i um 

Scurry 

19-47-7W5 

60 

320 

160-5 

WF 

Pemb i na 

Cardium 

Shell 

33-47-8W5 

27 

1,920 

320-9 

WF 

Pemb i na 

Card i um 

Shell 

16-47-8 

99 

320 

160-5 

WF 

Pemb i na 

Cardium 

Shell 

1-48-9W5 

46 

800 

160-5 

WF 

Pemb i na 

Card i um 

Shell 
3-48- 9W5 

- 

320 

16CP5 

WF 

l\lo.  of  Wells  Economic  Scheme  of  Approval 

Allowance  Date  of 

Prod.  Inj.  MPR  Allocation  Date  No.  Commencement 


153 

36 

6,452 

169.2500 

Jan  5/62 

477 

18 

18 

Jan  5/62 

477 

Aug  1/62 

1 

1 

Jan  5/62 

477 

Sept  1/62 

44 

7 

Sept  22/61 

444 

May  1/59 
Dec  1/59 

48 

5 

Jan  5/62 

477 

Jan  1/63 

40 

5 

Jan  5/62 

477 

Jan  1/63 

24 

7 

37B/D/W 

- 

May  9/63 

598 

Dec  1/63 

17 

2 

37B/D/W 

- 

Sept  10/63 

624 

Nov  1/63 

161 

- 

- 

Oct  4/63 

631 

Jan  1/64 

2 

2 

280 

4.0000 

Aug  8/58 

177 

Nov  1/58 

18 

6 

1  ,680 

24.0000 

Aug  1/61 

428 

Sept  1/57 

2 

2 

280 

4.0000 

Oct  7/59 

272 

Nov  1/59 

5 

5 

700 

10.0000 

Dec  20/60 

387 

Nov  1/58 

2 

1 

28B/D/W 

Jan  16/62 

480 

Apr  1/62 

Production  Data 


1963 

Cumulative  to  December  31 

.  1963 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

1 ,427,790 

6,124,006 

CO 

O 

VO 

12,300,842 

27,854,382 

3,761 

125,469 

351 ,314 

1  ,411 

1 ,374,759 

2,476,974 

1  ,411 

4,231 

17,802 

- 

161,627 

252,562 

555 

610,384 

2,274,296 

- 

5,124,862 

11,329,806 

492 

290,040 

2,009,293 

197 

2,808,245 

7,712,715 

1,072 

397,666 

1 ,471 ,301 

- 

2,831 ,349 

6,082,325 

231 

137,050 

339,220 

- 

2,051 ,895 

2,822,712 

82 

136,959 

137,122 

- 

1 ,053,693 

1,176,536 

73 

- 

- 

- 

- 

- 

- 

50,572 

15,169 

- 

512,691 

215,786 

- 

300,016 

193,025 

30,689 

3,247,005 

6,166,856 

58,059 

31 ,781 

24,854 

- 

348,789 

285,409 

- 

127,662 

42,613 

10,941 

1 ,386,050 

909,705 

22,077 

25,857 

31 ,266 

=. 

323,072 

304,679 
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Inject i on 

Data 

1563 

Cum  to  December  31.  1963 

UN  1  T 

Block 

Water 

Gas 

IPG 

Water 

Gas 

LPG 

Effective 

Code 

Bbl 

M$F 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

Acreage 

No. 

1 s  047,957 

4,299,275 

- 

1 ,407,926 

10,609,641 

500 

Apr  1/62 

25,280 

985,879 

- 

- 

1 ,328,745 

- 

- 

- 

- 

433 

62,078 

- 

- 

79,281 

- 

- 

- 

»• 

434 

- 

2,030,790 

- 

- 

7,277,499 

500 

- 

- 

435 

- 

1,299,136 

- 

- 

1  ,747,177 

- 

- 

- 

436 

- 

969,349 

- 

- 

1,584,965 

- 

- 

437 

28,650 

32,646 

■  -  - 

28,650 

32,646 

- 

- 

- 

438 

- 

15,320 

- 

- 

15,320 

- 

- 

- 

439 

- 

- 

- 

- 

- 

- 

440 

66,584 

- 

- 

316,664 

- 

-  , 

- 

- 

470 

472,264 

- 

- 

3,043,872 

3,332,302 

71  ,250 

Dec  1/59 

1 ,920 

460 

73,242 

- 

- 

232,959 

- 

- 

- 

- 

461 

178,616 

- 

-  . 

1 ,098,891 

- 

- 

- 

- 

182 

90,379 

- 

141 ,385 

c= 

_ 

462 

Date  of 
First 
Replace¬ 
ment 

Aug  / 6 2 
Nov  /6 2 
Apr  /6 2 
Aug  / 6 2 


July  /59 

May  /56 

Nov  /59 

Dec  /58 

Apr  / 62 


No.  OF 

Mos. Vo  1 D 

Cum. 

Replace¬ 

ment 

Ratio 

No.  of 
Break 
Through 
Wells 

Project  W0R 

Initial  Current 

Project  G0R 

Initial  Current 

Remark^ 

12 

1.94 

2 

0.0 

0.089 

3,592 

1 

2,417 

.  PEMB’NA  Cardium 

Un i t  No.  9 

- 

- 

- 

0.0 

0.0 

7,296 

4,334 

1 

0.71 

- 

0,0 

0.0 

2,176 

4,266 

"E,L,M,  W.nter  Gff 

- 

0.59 

- 

0.0 

0.003 

4,532 

6,388 

Cease 

_ 

0.67 

_ 

0.0 

0.0 

3,565 

3.345 

- 

- 

- 

- 

- 

*  J 

"J"  Lease 

— 

— 

_  _ 

_ 

Rat  Creek  "B" 

Lease 

See  0 i l  Operat i on 

10 

0.98 

- 

0.0 

0.0 

820 

255 

Units 

7 

1.12 

1  8 

0.0 

0.077 

3,620 

598 

Pembina  Cardium 

7 

0.89 

- 

0.0 

0.0 

887 

710 

Unit  No.  2 

11 

1.06 

5 

0.0- 

0.078 

472 

326 

8 

1.25 

0.0 

0.0 

652 

954 
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OIL  CONSERVATION  SCHEMES 


Production  Data 


Type 

Economic 

Allowance 

V963 

Cumulative  to  December  31 

,  1963 

Pool 

Project 

AND 

Pattern 

No-  OF 

Inj. 

4 

MPR 

560 

Date  No. 

Aug  25/58  189 

Date  of 
Commencement 

July  1/58 

Oil 

Bbl 

51 ,011 

Gas  Water 

Mr.r  Bbl 

Oil 

Bbl 

543,751 

Gas 

Mcf 

Water 

Bbl 

Field 

PEMB 1 NA 

pP°L 

Card i um 

Operator 

Si NCLA IR 
1-47- 7W5 

No. 

91 

Acreage 

640 

of  Inj. 

160-5 

WF 

Prod. 

4 

Allocation 

8.0000 

28,579 

31  ,101 

774,261 

98,625 

PEMB 1 NA 

Card i um 

S 1 NCLA  1  R 

5-47-7W5 

61 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Mar  16/59  232 

Aug  1/59 

50,473 

12,462 

260 

465,942 

327,863 

2,191 

PEMB  1  Nit 

Card i um 

S 1 NCLA IR 
24-47-7W5 

31 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Aug  25/58  189 

July  1/58 

28,521 

11,993 

12,765 

386,607 

266,608 

42,761 

PEMB 1 NA 

Card i um 

S 1 NCLA  1  R 

1  3-47-9W5 

- 

1  ,280 

160-5 

WF 

8 

8 

28B/D/W 

- 

Sept  22/58  198 

Nov  1/58 

29,731 

32,502 

13,792 

691  ,917 

1  ,559,155 

48,018 

PEMB 1 NA 

Card i um 

S 1 NCLA  IR 
36-46-8W5 

93 

160 

160-5 

WF 

1 

1 

140 

2.0000 

Oct  30/59  282 

Ja  n  1 /60 

8,645 

4,525 

4 

102,276 

100,632 

4 

PEMB 1 NA 

Card i um 

S 1 NCLA 1 R 

1-47-  8W5 

92 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Oct  30/59  283 

Jan  1/60 

27,051 

11 ,836 

314,873 

327,042 

11 

PEMB  1  NA 

Card i um 

Mobil 

35-47-7W5 

4 

3,520 

160-5 

WF 

22 

22 

3,080 

44.0000 

Aug  25/58  183 

Mar  /58 

563,490 

261 ,004 

111,730 

5,738,673 

4,249,482 

430,656 

PEMB 1 NA 

Card i um 

Mob  i  l 
30-47-7W5 

3 

960 

160-5 

WF 

6 

6 

840 

12.0000 

Aug  25/58  183 

July  1/57 

153,533 

82,838 

15,928 

2,066,907 

845,988 

63,756 

PEMB 1 NA 

Card i um 

Mob  i  l 
12-48-8W5 

2 

4,720 

1 60-5 
WF 

30 

27 

3,990 

56.2500 

Aug  25/58  183 

June  1/58 

714,069 

432,413 

101,977 

7,952,788 

6,918,001 

295,237 

PEMB 1 NA 

Card i um 

Mob  i  l 
8-48-8W5 

1 

6,400 

160-5 

WF 

40 

40 

5,600 

80.0000 

Aug  25/58  183 

Jan  1/58 

1 ,025,126 

476,738 

67,928 

12,467,762 

8,280,697 

302,835 

PEMB 1 NA 

Card i um 

Mob  i  l 
(total) 

33-48- 7W5 

26 

45,520 

16,000 

320-9 

WF 

470 

152 

99 

48 

42,959 

566.0000 

June  9/60  323 

June  9/60  323 

Nov  1/59 

7,568,304 

3,001,474 

5,016,673 

1  ,584,543 

906,201 

525,548 

68,075,201 

24,504,897 

42,845,639 

16,155,899 

1,691,974 

1,054,441 

5-49-8W5 

4,480 

320-9 

WF 

44 

12 

June  9/60  323 

July  1/60 

921 ,527 

493,486 

10,045 

7,221 ,312 

4,139,345 

10,388 

20-49-8W5 

6,160 

320-9 

60 

17 

June  9/60  323 

July  1/60 

740,862 

429,652 

155,429 

8,619,346 

4,911 ,806 

266,166 

WF 
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Injection  Data 


1963 

Cum  to  December  31.  1963 

Unit 

Block 

Code 

No. 

Water 

-  Bbl 

Ga  s 

Mcf 

LPG 

Bbl 

Water 

Bbl 

Gas 

Mcf 

LPG 

BpL 

Effective 

Date 

Acreage 

253,533 

- 

- 

1  ,329,082 

- 

- 

480 

1 07 , i 64 

- 

- 

662,745 

- 

- 

- 

- 

481 

108,998 

- 

= 

572,391 

- 

- 

- 

- 

482 

327,757 

- 

- 

1  ,730,491 

- 

- 

- 

- 

483 

57,917 

- 

- 

195,106 

- 

- 

- 

- 

484 

74,530 

- 

- 

319,518 

- 

- 

- 

- 

485 

916,994 

- 

- 

5,725,429 

- 

- 

- 

- 

370 

262,345 

- 

- 

1,823,606 

- 

- 

- 

371 

1,151 ,092 

- 

- 

7,795,021 

- 

- 

- 

- 

372 

1,731,998 

- 

- 

12,231 ,038 

- 

- 

- 

- 

373 

12,504,740 

4,138,520 

369,131 

34,116,852 

9,340,182  c 

1,272,060 

Sept 

1/59 

45,520 

5,975,409 

- 

- 

21 ,093,026 

- 

- 

- 

- 

374 

2,048,931 

- 

- 

5,932,187 

C~ 

_ 

_ 

375 

2,276 , 1 58 


5,983,390 


376 


Date  of 

F  IRST 

Replace¬ 

ment 

No.  of. 

Mos. Vo i d 
Replaced 

Cum. 

Replace¬ 

ment 

Ratio 

No.  OF 
Break 
Through 
Wells 

Project  WOR 

Initial  Current 

Project  GOR 

Initial  Current 

REM^R«;g 

Sept  /58 

12 

1.54 

4 

0.0 

0,573 

4,200 

502 

"D  &  E"  Lease 

Sept  /59 

12 

2.17 

1 

0.0 

0.002 

1,209 

245 

"M"  Lease 

Oct  /58 

12 

1.60 

2 

0.0 

0.630 

1  ,200 

440 

"Fff  Lease 

June  /59 

12 

1.45 

8 

0.0 

0.532 

3,240 

761 

GH1  & 

J  Leases 

Jan  /60 

12 

2.80 

- 

0.0 

0.0 

1  ,712 

338 

Rose 

Creek  Lease 

July  /60 

11 

1.45 

- 

0.0 

0.0 

2,123 

412 

Wolf 

Creek  Lease 

May  /58 

10 

1.04 

17 

0.0 

0.200 

1  ,560 

484 

Block 

10 

Sept  /58 

12 

1.17 

1 

0.0 

0.109 

670 

512 

Block  9 

July  / 58 

7 

1.00 

10 

0.0 

0.090 

2,121 

556 

Block  8 

Mar  / 5 8 

12 

1.16 

12 

0.0 

0.053 

1  ,180 

477 

Bloc 

"\ 

<  1 

Jan  /60 

12 

1.13 

93 

0.0 

0.201 

872 

575 

W-1 

North 

Pemb 1 NA 
f  Cardium 

Oct  /60 

12 

1.31 

12 

0.0 

0.018 

958 

580 

W~2 

Unit  No.  1 

Jan  /61 

12 

1.09 

28 

0.0 

0.327 

903 

569 

W-3, 
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Field 

PEMB 1 NA 

Pool 

Card i um 

Pool 

Project 

Operator  No.  Acreage 

Mobil  (cont’d) 

Type 

and 

Pattern 
op  Inj. 

No.  OF  Wells 

Prod.  Inj.  MPR 

Economic 

Allowance 

Allocation 

11-49-7W5 

6,000 

320-9 

WF 

58 

17 

7-49-7W5 

2,560 

41-Spot 
Ml  SC  1 BLE 

31 

1 

1 1-49-8W5 

2,560 

41-Spot 
Ml  SC  1 BLE 

31 

1 

23-49-8W5 

2,560 

41-Spot 

Miscible 

31 

1 

1 9-49-7W5 

2,640 

41-Spot 

Ml  SC  1 BLE 

32 

1 

9-49-7W5 

2,560 

41-Spot 

Ml  SC  1 BLE 

31 

1 

Pemb ina 

Card i um 

Mob  i  l 
9-48-  7W5 

- 

160 

160-5 

WF 

1 

1 

28B/D/W 

- 

PEMB 1 NA 

Card i um 

Mob  i  l 
26-49-7W5 

- 

1  ,440 

320-9 

WF 

13 

3 

28B/D/W 

- 

Pemb i na 

Card i um 

Sun 

27-47-9W5 

■ 

320 

160-5 

WF 

2 

2 

28B/0/W 

- 

Pemb  i  na 

Card i um 

SUPTST 
35-49- 8W5 

94 

1  ,280 

320-9 

WF 

12 

4 

1 ,120 

16.0000 

Pemb i na 

Cardium 

TENN 

29-47-7W5 

32 

2,560 

160-5 

WF 

16 

16 

2,240 

32.0000 

Pembina 

Card i um 

TENN 

27-47-  8W5 

25 

640 

160-5 

WF 

4 

4 

560 

8.0000 

Pemb  iina 

Cardium 

TENN 

31-46-7W5 

72 

320 

160-5 

WF 

2 

2 

280 

4.0000 

Pemb i na 

Card i um 

TENN 

21-48-6W5 

- 

320 

320-9 

WF 

1 

1 

37B/D/W 

- 

Scheme  of  Approval 

Production 

Data 

1963 

Cumulative  to  December  31 

.  1963 

Date  of 

Oil 

Gas 

Water 

Oil 

Gas 

Water 

Date 

No. 

Commencement 

Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

June  9/60 

323 

July  1/60 

853,132 

524,246 

192,037 

7,296,594 

4,786,413 

334,775 

June  9/60 

323 

Aug  1/59 

446,909 

462,163 

6,947 

3,924,816 

2,648,787 

7,519 

June  9/60 

323 

Aug  1/59 

316,056 

398,003 

2,737 

4,085,672 

2,571 ,469 

3,209 

June  9/60 

323 

Sept  1/61 

324,229 

339,239 

1  ,798 

3,647,366 

2,310,022 

2,806 

June  9/60 

323 

Sept  1/61 

419,717 

380,944 

- 

3,570,142 

2,265,344 

98 

June  9/60 

323 

Sept  1/61 

544,398 

404,397 

11,660 

5,505,056 

3,056,554 

12,572 

Sept  23/63 

627 

Sept  1/63 

9,191 

12,455 

11,510 

32,628 

22,876 

11,512 

Oct  4/63 

632 

Jan  1/64 

- 

- 

- 

- 

- 

- 

Nov  20/58 

212 

Dec  /58 

13,248 

10,892 

3,974 

231 ,528 

499,209 

4,894 

Dec  18/61 

473 

Nov  1/60 

203,960 

78,853 

458 

1 ,050,81  8 

427,751 

458 

May  26/58 

164 

Oct  1/58 

409,150 

140,613 

112,826 

4,200,397 

2,105,067 

362,419 

Aug  25/58 

182 

Feb  1/58 

95,058 

39,037 

- 

946,203 

671 ,278 

609 

Nov  13/58 

210 

Jan  1/60 

48,844 

16,855 

- 

330,213 

320,005 

19 

Nov  14/62 

553 

Jan  1/63 

14,623 

19,080 

- 

216,706 

131 ,207 

95 
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! NJECT 1  ON 

Data 

1163 

Cum  to  December  31 ■ 

1963 

Unit 

Block 

Water 

B.Pl 

Ga  s 

Mcf 

LPG 

Bbl 

Water 

Bbl 

Gas 

Mcf 

LPG 

Bbl 

Effective 

Date 

AdREAGE 

Code 

No. 

1,987,030 

- 

5,607,774 

- 

377 

- 

1,244,819 

- 

43,821 

3,021 ,657 

709,905 

- 

378 

217,212 

507,430 

223,439 

267,186 

2,563,293 

.1,053,133 

- 

r , 

379 

- 

710,198 

51,165 

- 

1,311,997 

464,150 

- 

- 

380 

838,244 

- 

1 ,378,068 

607,521 

- 

- 

381 

-  - 

837,829 

94,527 

236,468 

1 ,065,167 

438,161 

- 

- 

382 

24,048 

- 

- 

24,048 

- 

- 

- 

383 

- 

- 

- 

- 

- 

- 

- 

384 

125,624 

- 

- 

500,580 

- 

- 

500 

264,990 

- 

- 

630,941 

- 

- 

- 

r- 

520 

768,121 

- 

- 

4,184,812 

- 

- 

- 

- 

540 

167,378 

- 

- 

1  ,205,789 

- 

- 

- 

541 

88,197 

- 

- 

461,809 

- 

- 

- 

- 

542 

46,215 

46,215 

_ 

543 

Date  of 

Cum. 

No.  OF 

F  IRST 

No.  OF 

Replace- 

Break 

Project  W0R 

Project  G0R 

Replace- 

Mos. Vo  1 D 

Me  nt 

Through 

Ment 

Replaced 

Ratio 

Wells 

Initial  Current 

Initial  Current 

Remarks 

Jan  /61 

12 

1.02 

32 

0.0 

0.347 

878 

550 

W=4  J 

North 
^  Pemb 1 NA 

Dec  /59 

12 

1.63 

1 

0.0 

0.059 

995 

1,115 

K-1 

f  Cardium 
Unit  No.  1 

Dec  /59 

10 

1.31 

2 

0.0 

0.049 

784 

1  ,426 

M-2 

Jan  /6 2 

12 

1.73 

1 

0.0 

0.013 

1  ,065 

1  ,171 

M-3 

Dec  /61 

12 

1.74 

- 

0.0 

0.0 

1  ,048 

1  ,135 

M-4 

Mar  / 62 

12 

1.12 

2 

0.0 

0.037 

746 

816 

M-5^ 

Dec  /63 

1 

1.57 

- 

0.0 

0.0 

1,860 

1  ,864 

July  /59 

12 

1.69 

2 

0.0 

0.171 

5,401 

530 

Dec  /60 

9 

1.12 

8 

0.0 

0.016 

408 

292 

May  /59 

12 

1.25 

8 

0.0 

0.244 

995 

316 

Sept  /58 

12 

1.34 

- 

0.0 

0.0 

2,050 

388 

Jan  /59 

12 

1 .81 

- 

0.0 

0.0 

2,062 

277 

Mar  / 6 3 

9 

1.09 

0.0 

0.0 

1  ,572 

944 
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Production  Data 


Pnm 

Type 

A  NO 

No.  of  Wells 

Economic 

Scheme  of  Approval 

1963 

Cumulative  to  December  31 

Field 

Pemb ina 

Pool 

Card i um 

Operator 

Texcan 
33=48=  8W5 

Project 

No.  Acreage 

Pattern 
op  Inj. 

Prod. 

5 

Inj. 

MPR 

Allowance 

Allocation 

Date 

No. 

Date  of 
Commencement 

Oil 

Bbl 

Gas 

Mcf 

Water 

Bbl 

Oil 

Bbl 

Gas 

Mcf 

Water 

Bbl 

51 

560 

320=9 

WF 

2 

490 

7,0000 

July  18/62 

508 

Nov  1/59 

85,831 

26,228 

- 

641 ,711 

471 ,046 

- 

PemB  1  NA 

Card i um 

Texcan 

1 9-48-8W5 

- 

800 

GWP 

8 

2 

28B/D/W 

- 

Oct  24/58 

208 

Nov  1/58 

75,524 

62,319 

860 

656,077 

983,107 

2,806 

Pemb i na 

Card i um 

Texaco 
5-47- 7W5 

13 

320 

160-5 

WF 

2 

2 

280 

4.0000 

May  23/56 

- 

Nov  1/57 

51,043 

11,524 

708 

511 ,043 

316,839 

1  ,756 

Pemb i na 

Card i um 

Texaco 

31-47-7W5 

11 

2,240 

160-5 

WF 

14 

14 

1  ,960 

28.0000 

May  23/56 

- 

Feb  1/57 

358,744 

171 ,953 

23,825 

3,508,136 

2,442,122 

80,852 

Pemb ina 

Card i um 

Texaco 
21-47=  7W5 

12 

320 

160-5 

WF 

2 

2 

280 

4.0000 

May  23/56 

- 

Jan  1/57 

52,671 

21 ,057 

9,771 

611,011 

350,802 

39,150 

Pemb i na 

Card i um 

Texaco 

1 0-49-1 0W5 

53 

3,680 

160-5 

WF 

23 

23 

3,220 

46.0000 

Apr  17/61 

412 

May  1/58 

583,407 

363,230 

4,942 

4,044,443 

3,437,258 

8,043 

Pemb i na 

Card i um 

Texaco 
26-49-1 0W5 

54 

4,960 

160=5 

WF 

27 

27 

3,780 

53.0000 

Apr  17/61 

412 

Apr  1/58 

424,353 

258,992 

48,599 

3,675,614 

3,337,317 

513,454 

Pemb i na 

Card i um 

T  EXACO 

1 6-49-1 0W5 

52 

640 

160-5 

WF 

4 

4 

560 

8.0000 

Apr  17/61 

414 

May  1/58 

92,849 

56,541 

3,537 

542,640 

531 ,474 

3,958 

Pemb i na 

Card i um 

T  EXACO 
18-49-1 0W5 

83 

22,720 

320-9 

WF 

112 

30 

5,180 

109.5699 

Sept  5/62 

531 

Dec  1/62 

844,414 

1 ,187,315 

13,216 

6,052,332 

5,981,831 

18,893 

Pemb ina 

Cardium 

Triad 

1 4-49-1  0W5 

81 

640 

160-5 

WF 

4 

4 

560 

8.0000 

Apr  1 3/59 

234 

May  1/59 

99,714 

89,223 

474 

629,205 

617,782 

2,226 

Pemb i na 

Card i um 

Decalta 
3-47=  8W5 

33 

960 

160-5 

WF 

6 

6 

840 

12.0000 

Oct  30/59 

279 

Feb  1/60 

69,627 

22,941 

2,105 

711,469 

557,643 

2,888 

Pemb i na 

Cardium 

Decalta 

9-49-8W5 

43 

1  ,120 

320=9 

WF 

11 

3 

980 

14.0000 

June  1/60 

320 

Aug  1/60 

183,285 

92,472 

8,196 

2,303,711 

1,019,098 

8,844 

Pembina 

Card i um 

Decalta 

55 

5,920 

160-5 

37 

37 

5,180 

74.0000 

Jan  24/61 

393 

June  1/59 

948,912 

768,814 

4,256 

5,282,440 

5,177,860 

13,862 

14-48-1 0W5  WF 
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Injection  Data 


_ 

Cum  to  December  31.  1963 

Unit 

Block 

Water 

Ga  s 

LPG 

Water 

Gas 

LPG 

Effective 

Code 

-  Bbl 

Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

AdREAGE 

No. 

1 71 ?  802 

- 

= 

817,739 

- 

550 

61 s328 

46,251 

- 

224,401 

386,091 

10,508 

Mar  1/60 

800 

552 

80,526 

- 

585,555 

- 

- 

- 

- 

560 

615,525 

- 

- 

4,608,817 

- 

- 

- 

- 

561 

97,970 

- 

- 

692,257 

- 

- 

- 

- 

562 

1,100,812 

- 

- 

6,022,951 

- 

- 

- 

- 

563 

865,111 

- 

- 

7,103,523 

- 

- 

- 

- 

564 

173,621 

- 

- 

1 ,107,825 

- 

- 

- 

- 

568 

2,481,819 

- 

- 

2,578,203 

- 

- 

Oct  1/62 

22,400 

570 

213,070 

- 

- 

713,905 

- 

- 

- 

- 

580 

257,850 

- 

- 

1,157,802 

- 

- 

Jan  1/60 

960 

631 

317,796 

- 

- 

936,838 

- 

Aug  1/60 

1,120 

633 

1,582,403 

- 

- 

4,749,709 

c= 

Dec  1/60 

5,920 

634 

Date  of 

F  IRST 

Replace¬ 

ment 

No.  of 

Mos. Vo  1  D 

Cum. 

Replace¬ 

ment 

Rat  io 

No.  OF 
Break 
Through 
Wells 

Project  WOR 

Initial  Current 

Project  GOR 

Initial  Currfnt 

Remarks 

Mar  /60 

12 

1.19 

- 

0.0 

0.0 

787 

223 

June  /GO 

1 

0.81 

1 

0.0 

0.005 

2,804 

796 

Pemb i na  Card i um 
Unit  No.  5 

June  /58 

11 

1.07 

- 

0.0 

0.0 

800 

194 

"H"  Lease 

Sept  /58 

11 

0.97 

7 

0.0 

0.092 

1,130 

412 

T*  Lease 

Aug  /58 

11 

0.95 

1 

0.0 

0.349 

692 

435 

rrGTt  Lease 

June  /59 

12 

1.08 

14 

0.0 

0.011 

1 ,018 

574 

Cynth i a  South 
Lease 

Apr  /59 

12 

1.09 

23 

0.004 

0.160 

1,289 

588 

Cynthia  North 
Lease 

May  /59 

12 

1.03 

2 

0.0 

0.040 

1 ,399 

617 

Jan  /63 

11 

1.17 

7 

0.0 

0.003 

915 

1  ,423 

Pembina  Cardium 
Unit  No.  11 

June  /61 

10 

0.73 

1 

0.0 

0.003 

1,739 

700 

Apr  /60 

12 

2.43 

2 

0.0 

0.063 

1 ,310 

311 

Pemb i na  Card i um 
Unit  No.  3 

Apr  / 6 1 

8 

0.88 

3 

0.0 

0.064 

954 

386 

Pemb i na  Card i um 
Unit  No.  20 

Oct  / 6 1 

5 

0.88 

7 

0.0 

0.005 

1 ,291 

718 

Pembina  Cardium 
Unit  No.  31 

nil  CONSERVATION  SCHEMES 
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Production  Data 


Type 

Economic 

Allowance 

1963  Cumulative  to  December  3X 

.  1963 

Pool 

Project 

No. 

42 

AND 

Pattern 
of  ‘NJ- 

320-9 

WF 

No.  OF 

Wells 

Date  of 

Oil 

Bbl 

173,430 

Gas  Water  uil 

Mcf  Bbl  isk 

111,801  4,048  1,101,337 

uAS 

Mcf 

Water 

Bbl 

FIELD, 

PEMB 1 NA 

Pool 

Cardium 

Operator 

Whitehall 
1 9=49"8W5 

Acreage 

1  ,120 

Prod. 

11 

Inj. 

3 

MPR 

980 

Allocation 

14.0000 

Date  No.  . 

May  11/60  313 

Commencement 

Oct  1/60 

1 ,007,883 

5,072 

PEMB 1 NA 

Cardium 

Whitehall 
1 6=49“  9W5 

63 

1  ,920 

160-5 

WF 

12 

12 

1 ,680 

24.0000 

Feb  13/61  397 

Dec  1/61 

186,440 

179,357  2,441  954,885 

1  ,070,097 

3,785 

Stettler 

D~2 

B.A. 

- 

6,360 

W 

87 

2 

5,000 

80.0000 

Dec  30/63  652 

Nov  1/57 

992,469 

268,712  69,896  12,753,749 

3,655,307 

1 ,328,851 

SUNDRE 

Rundle  A 

HB 

= 

4,480 

GP 

40 

1 

- 

- 

Aug  26/59  255 

Dec  1/59 

593,150 

695,654  208,117  7,626,694 

6,441 ,490 

1,255,309 

SUNDRE 

Rundle  A 

HB 

- 

3,680 

W 

- 

- 

3,080 

40.3170 

Aug  16/63  622 

Feb  1/64 

- 

SUNDRE 

Rundle  A 

Dekalb 

- 

640 

W 

7 

1 

560 

- 

Oct  21/63  635 

Dec  1/63 

113,756 

110,017  ~  884,412 

683,932 

205 

Swan  Hills 

Beaverh 1 LL 
Lake  A  &  B 

Home 

= 

32,320 

W 

195 

7 

27,390 

233.2358 

Jan  11/63  572 

Aug  1/63 

5,967,453 

2,839,482  2,495  21  ,898,167 

10,707,256 

23,294 

Swan  Hills 

Beaverh i ll 
Lake  A  &  B 

Pan  Am 

- 

28,000 

W 

158 

5 

19,250 

170.9999 

Mar  5/63  582 

Aug  1/63 

4,669,071 

2,394,382  6,263  13,142,394 

6,896,755 

22,076 

Turner 

Valley 

Rundle 

Decalta 

= 

2,080 

WG 

40 

9 

44,710 

- 

Dec  29/58  TVU3 

Dec  1/58 

144,305 

1 ,105,399  27,065  19,019,247 

11,852,189 

165,817 

Turner 

Valley 

Rundle 

Decalta 

= 

1  ,560 

WG 

35 

6 

21  ,420 

- 

Jun  29/60  TVU4 

Mar  1/59 

235,925 

1,831,019  4,974  802,929 

5,864,200 

7,330 

Turner 

Valley 

Rundle 

Royalite 

- 

7,440 

WG 

93 

13 

121 ,339 

- 

Jun  29/60  TVU5 

July  1/60 

331,873 

3,469,202  11,316  1,161,635 

11,840,898 

23,644 

Turner 

Valley 

Rundle 

Home 

4,600 

WG 

86 

17 

140,682 

- 

Jun  29/60  TVU6 

Oct  1/58 

473,469 

3,853,939  79,661  1,639,931 

15,618,854 

141 ,237 

Injection  Data 


.1963 

Cum  to  December  31.  1963 

I1m  1  T 

Water 

Gas 

LPG 

Water 

Gas 

LPG 

Effect i ve 

Bbl 

-  Mcf 

Bbl 

Bbl 

Mcf 

Bbl 

Date 

AdREAGE 

334 , 740 

' 

1,053,058 

= 

July  1/60 

1,120 

391 ,391 

- 

- 

843,647 

- 

- 

Aug  1/61 

1,920 

704,089 

- 

- 

4,252,691 

- 

June  1/57 

6,620 

- 

616,769 

- 

- 

2,541,527 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Oct  1/63 

- 

4,305 

- 

- 

4,305 

- 

- 

- 

- 

3,172,804 

- 

- 

3,172,804 

- 

- 

May  1/63 

40,640 

2,199,116 

- 

- 

2,199,116 

- 

- 

Oct  1/62 

28,000 

2,464,435 

276,608 

- 

9,862,427 

500,140 

- 

June  1/59 

2,080 

1,527,558 

308,155 

- 

5,529,735 

1,169,848 

- 

July  1/60 

1,560 

1,325,384 

102,316 

- 

44,835,344 

115,501 

- 

July  1/60 

7,440 

5,291 ,306 

184,107 

- 

19,070,778 

219,448 

July  1/60 

4,600 
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Block 

Code 

No. 

Date  of 

F  IRST 

Replace¬ 

ment 

No.  OF 

Mos. Vo  1 D 
Replaced 

Cum. 

Replace¬ 

ment 

Ratio 

No.  of 
Break 
Through 
Wells 

640 

Oct  /60 

12 

1.14 

3 

641 

Jan  /62 

12 

1.19 

1 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

700 

Oct  /63 

3 

1.11 

- 

701 

Sept  /63 

2 

1.07 

- 

710 

Nov  /63 

2 

0.27 

3 

711 

May  /59 

- 

0.16 

1 

712 

- 

- 

0.13 

18 

713 

Oct  /58 

0.44 

12 

Project  WQR  Project  GOR 


.UiiliLL  Current  Initial  Current  Remarks 


0.0 

0.038 

1,374 

600 

Pemb i na  Card i um 
Unit  No.  13 

0.0 

0.012 

2,182 

799 

Pembina  Cardium 
Unit  No.  14 

- 

- 

- 

- 

Stettler  D-2  Unit 
Orig  P.M.  Afp  214 
Superceded. 

- 

- 

- 

- 

- 

- 

- 

See  0 i l  Operation 
Units 

- 

- 

- 

- 

0.0 

0.0 

507 

481 

Swan  Hills  Unit 
No.  1 

0.001 

0.0 

520 

527 

South  Swan  Hills 
Unit 

0.077 

0.368 

11,100 

5,295 

TVU  3 

0.0 

0.353 

7,600 

10,046 

TVU  4 

0.006 

0.042 

9,597 

9,120 

TVU  5 

0.228 

0.164 

8,050 

6,982 

TVU  6 
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OH  CONSERVATION  SCHEMES 


flEtJL 

VIRGINIA 

Hills 


Wa i NWR I GHT 


WAiNWRIGHT 


Wa I NWR I GHT 


Wa I NWR i GHT 


Wa I NWR i GHT 


Wa ! NWR I GHT 


WlLLESDEN 

Green 

W  I  LLESDEN 

Green 

W  I  LLESDEN 

Green 


Production  Data 


Pool 

Project 

No. 

1 YPE 

AND 

Pattern 
of  Inj. 

No.  of  Wells 

Economic 

Allowance 

Allocation 

Scheme  oe  Approval 

1963 

Cumulative  to  December  31 

Water 

Bbl 

Operator 

Acreage 

MPR 

Datit  No. 

Date  of 
Commencement 

Oil 

Bbl 

Gas  Water 

Mcf  Bbl 

Oil 

Bbl 

Gas 

Mcf 

’OOL 

BEaVERH 1 LL 
Lake 

Shell 

- 

20,360 

W 

96 

11 

8,460 

91.4636 

July  17/63  618 

Dec  31/63 

2,876,658 

1  ,326,024 

15,361 

9,083,241 

4,136,529 

30,945 

Wa 1 NWR ! GHT 

Hartford 

- 

740 

w 

24 

2 

614 

24.5600 

Apr  20/61  416 

Dec  1/61 

137,596 

309,158 

10,642 

899,070 

1 ,039,256 

38,407 

Wa ! NWR 1 GHT 

Husky 

- 

2,660 

w 

92 

10 

25B/D/W 

- 

July  20/62  510 

Sept  1/62 

72,913 

56,380 

27,333 

2,274,220 

2,040,756 

344,769 

Wa i NWR ! GHT 

Nufield 

- 

700 

w 

12 

1 

25B/D/W 

- 

July  30/62  515 

Oct  1/62 

26,048 

10,490 

4,830 

366,223 

206,241 

70,926 

Wa  1  NWR 1 GHT 

Anoco 

- 

300 

w 

25 

4 

25B/D/W 

July  31/62  518 

Nov  1/62 

13,482 

10,878 

3,195 

834,654 

891 ,956 

191 ,850 

Wa i NWR 1 GHT 

Lewis  Engr  = 

440 

w 

13 

2 

25B/0/W 

July  31/62  519 

Nov  1/62 

11,428 

15,090 

1  ,001 

339,793 

404,821 

12,112 

Wa 1 NWR 1 GHT 

Pacific 

- 

470 

w 

14 

2 

25B/D/W 

- 

Aug  2/62  517 

Oct  1/62 

- 

- 

- 

601 ,208 

1 ,383,071 

34,988 

Cardium 

Amerada 

- 

4,640 

w 

24 

5 

992 

32.0000 

Sept  22/61  445 

Jan  1/62 

204,703 

441 ,165 

- 

2,086,292 

2,911 ,620 

319 

Card i um 

Homestead 

1  “ 

8,160 

w 

36 

14 

1  ,525 

49.1936 

Oct  30/62  547 

Feb  1/63 

214,331 

587,886 

- 

1  ,208,644 

2,470,820 

- 

Card i um 

Texaco 

3,360 

w 

17 

4 

31B/D/W 

- 

Mar  8/62  483 

Aug  1/62 

191,620 

309,136 

13 

1 ,167,409 

1  ,541  ,791 

13 
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Injection  Data 


Cum  to  December  31. 

1963 

Unit 

Block 

Water 

Gas 

LPG 

Water  Gas 

LPG 

Effective 

Code 

Bbl 

M£F 

Bbl 

Bbl  Mcf 

Bbl 

Date 

Acreage 

No. 

674,224 

- 

674,224 

- 

Sept  1/63 

16,640 

730 

165,556 

- 

- 

232,900 

- 

Dec  1/61 

540 

740 

580,480 

- 

- 

671,714 

- 

Sept  1/62 

2,460 

741 

69,197 

- 

70,549 

-  ' 

July  1/62 

320 

745 

89,506 

- 

- 

94,835 

- 

Jan  1/63 

920 

743 

35,986 

- 

- 

37,477 

- 

Sept  1/62 

440 

744 

841,982 

- 

- 

1,363,089 

- 

Sept  1/61 

5,280 

750 

534,005 

- 

- 

1,534,005 

— 

Nov  1/62 

8,160 

752 

620,61 8 


790,248 


751 


Date  of 

F  IRST 

Replace¬ 

ment 

No.  OF 

Mos. Vo  1 D 
Replaced 

Cum. 

Replace- 

No.  OF 
Break 

Project  W0R 

Project  G0R 

Me  nt 

Ratio 

Through 

Wells 

Initi 

al  Current 

Initial 

450 

Current 

435 

Remarks 

Virginia  Hills 

Unit  No.  1 

0.69 

7 

0.0 

0.002 

“ 

0.38 

3 

0.0 

0.295 

1 ,705 

1 ,772 

Wa inwr  ight  Unit 

No.  1 

Oct  /62 

6 

1.58 

39 

0.0 

0.333 

1 ,500 

605 

Wa inwr ight  Unit 

No.  2 

” 

- 

0.08 

- 

0.0 

0.0 

1,594 

- 

Wa inwr  ight  Unit 

No.  4 

Mar  /63 

7 

0.71 

10 

0.0 

0.167 

887 

926 

Wa inwr ight  Unit 

No.  5 

Aug  /63 

3 

0.35 

4 

0.0 

0.038 

1,129 

1  ,538 

Wa i NWR  1  GHT  UN  1 T 

No.  6 

- 

- 

- 

- 

- 

- 

- 

- 

Sept  /6 2 

10 

1.15 

- 

0.0 

0.0 

2,380 

1  ,817 

Willesden  Green 
Cardi um  Unit  No.  1 

May  /63 

7 

0.50 

- 

0.0 

0.0 

2,712 

2,711 

Willesden  Green 
Card i um  Uni t  No.  2 

Jan  / 6 3 

11 

1.04 

- 

0.0 

0.0 

1 ,798 

1  ,340 
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WORKING  INTEREST  OWNER  PARTICIPATION 
IN 

ALBERTA  OIL  AND  GAS  UNITS 
DECEMBER  31 ,  1363 


Un  i  T 

-  -WOBKXMC. 


ACHESON  NORTH  D2  UNIT 

The  California  Standard  Company 


Per  cent 
£ab lu 


100.0 


ACHESON  LOWER  CRETACEOUS  UNIT  NO.  1 
The  British  American  Oil  Company  Limited 
The  California  Standard  Company 
Imperial  Oil  Limited 
Royalite  Oil  Company  Limited 
Others 


8.8 

81.4 

3.6 

3.1 

3.1 

100.0 


Unit  Per  cent 

Working  Interest  Owner  -  . _ _ _ _ 


BINDLOSS  UNIT  NO.  1 

Alberta  Pacific  Consolidated  Oils 
Almi nex  L im i ted 
Bailey  Selburn  Oil  &  Gas  Ltd. 
Canex  Gas  Ltd. 

Highwood  Development  Limited 
Medallion  Petroleums  Ltd. 

Palliser  Petroleums  Ltd. 

Ranv i k  Oils  L imi ted 
Sarcee  Petroleums  Limited 
Selbay  Exploration  Ltd. 

S i scalta  Oils  Ltd. 

Other 


Limited  '*•1 

7.7 

14.7 

16.1 

4.1 

7.3 

4.4 
7.0 

14.5 

10.4 

6.3 

3.4 

100.0 


ALEXANDER  BASAL  QUARTZ  GAS  UNIT 
Imperial  Oil  L imited 
Mid-Western  Industrial  Gas  Ltd. 
Pacific  Petroleums  Limited 
Union  Oil  Company  of  California 
Others 


28.2 

47.3 

2.2 

19.9 

2.4 

100.0 


BENTLEY  VIKING  SAND  UNIT 

Brinkerhoff  Drilling  Company  Limited  6.4 

The  British  American  Oil  Company  Limited  2.9 

The  California  Standard  Company  36.4 

Canadian  Fina  Oil  Limited  6.1 

Canadian  Superior  Oil  Ltd.  20.0 

Hudson’s  Bay  Oil  and  Gas  Company  Limited  4.1 

Imper i al  Oil  L imited  19-6 

Medallion  Petroleums  Limited  4. 5 

100.0 


CALGARY  CROSSFIELD  UNIT  NO.  1 

Banff  Oil  Ltd.  2.4 
Canada-Cit i es  Service  Petroleum  Corporation  2.7 
Canada  Oil  Lands  '  2.9 
Canadian  Superior  Oil  Ltd.  2.1 
Devon-Palmer  Oils  Ltd.  2.4 
Jefferson  Lake  Petrochemicals  of  Canada  Ltd.  34.5 
Socony  Mobil  Oil  of  Canada,  Ltd.  34.5 
Scurry-Rainbow  Oil  Limited  2.2 
Selbay  Exploration  Ltd.  3.7 
Texas  Gulf  Sulphur  Company  2.0 
Others  AQ-si 


CALGARY  ELKTON  UNIT  NO.  1 

Bailey  Selburn  Oil  &  Gas  Ltd. 

Banff  Oil  Ltd. 

Britalta  (Alberta)  Petroleums  Ltd. 
Canada  Oil  Lands  Ltd. 

Canad i an  Fina  Oil  Limited 
Devon-Palmer  Oils  Ltd. 
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Unit  Per  cent 

Working  Interest  Owner  Participation 

CALGARY  ELKTON  UNIT  NO.  1  (Cont'd) 

Home  Oil  Company  Limited  5.1 

Jefferson  Lake  Petrochemicals  of  Canada  Ltd.  22.2 

Lehman  Brothers  2.1 

Socony  Mobil  Oil  of  Canada,  Ltd.  22.2 

Texas  Gulf  Sulphur  Company  2.4 

Others  14.4 

100.0 


CAMPBELL  UNIT 

Okalta  Oils  Limited  32.0 

West  Canadian  Oil  &  Gas  Limited  68.0 

100.0 


CARSON  CREEK  BEAVERHILL  LAKE  UNIT  NO.  1 

Pan  American  Petroleum  Corporation  4.8 

Socony  Mobil  Oil  of  Canada,  Ltd.  93.4 

Others  1 . 8 

100.0 


CARSTAIRS  ELKTON  UNIT 

Alminex  L imited  10.2 

The  Calgary  &  Edmonton  Corporation  Limited  2.2 

Canadian  Superior  Oil  Ltd.  15.8 

Harry  Bass  Oil  Company  3.2 

Home  Oil  Company  Limited  35.1 

Murphy  Oil  Company  Ltd.  3.2 

Southland  Royalty  Company  3.2 

Tenneco  Oil  Company  15.8 

Texaco  Exploration  Company  6.6 

Others  4.7 

100.0 


Un  I  T 
Work i ng 


Per  cent 

Part  i  c  i  fat  i  on 


CESSFORD  GAS  UNIT  NO.  1 

Canadian  Delhi  Oil  Ltd.  1+4,9 
Hudson's  Bay  Oil  and  Gas  Company  Limited  45,7 
Royalite  Oil  Company  Limited  2.0 
Shell  Canada  Limited  3,1 
Others  4.3 


100.0 


CHAUVIN  MAIN  MANNVILLE  UNIT 
Devon-Palmer  Oils  Ltd. 
Medallion  Petroleums  Limited 
Rocky  Petroleums  Limited 


CLIVE  NORTH  BASAL  QUARTZ  GAS  UNIT 
The  British  American  Oil  Company 
The  California  Standard  Company 
Hudson's  Bay  Oil  and  Gas  Company 
Imper i al  Oil  Limited 


86.1 

1.5 

12.4 

100.0 


Limited 

6.1 

31,4 

L 1 M ITED 

8.9 

53.6 

100,0 


CROSSFIELD  CARDIUM  UNIT  NO.  1 

Alcon  Petroleums  Ltd.  5.9 
ALM I NEX  L I M I  TED  4.8 
Anglo  Canadian  Oil  Co.  (1955)  Ltd.  4.2 
Bailey  Selburn  Oil  &  Gas  Ltd.  20.0 
Basco  Petroleums  Ltd.  2,4 
The  Calgary  &  Edmonton  Corporation  Limited  2.0 
Canada—  Cities  Service  Petroleum  Corporation  2.2 
Canadian  American  Royalties  2.5 
Canadian  Export  Gas  &  Oil  Ltd.  6.5 
Canadian  Fina  Oil  Limited  3.4 
Cree  Oil  of  Canada  Limited  4.5 
French  Petroleum  Company  of  Canada  Ltd.  5.7 
Penwa  Oils  Ltd.  3.1 
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Per  cent 
Part i c i pat i on 


2.2 

6.1 

24.5 

100.0 


CROSSFIELD  TURNER  VALLEY  UNIT  NO.  1 

Canadian  Fina  Oil  Limited  3.1 
Canadian  Superior  Oil  Ltd.  8.4 
Fargo  Oils  Ltd.  2.4 
Imper i al  Oil  Limited  2. 4 
Medallion  Petroleums  Limited  3.1 
Pan  American  Petroleum  Corporation  12.2 
Royalite  Oil  Company  Limited  2.9 
Shell  Canada  Limited  31.3 
Tenneco  Oil  Company  15.4 
Union  Oil  Company  of  Canada  Limited  2.0 
Others  16.8 


100.0 


DEER  MOUNTAIN  UNIT  NO.  1 

Consolidated  Mic  Mac  Oils  Ltd.  22.3 
Deer  Minerals  Ltd.  15.6 
Texaco  Canada  Limited  59.0 
Others  3.1 


100.0 


DRUMHELLER  NISKU  UNIT  NO.  1 

Dome  Petroleum  Limited  12.5 
Great  Plains  Development  Company  of  Canada,  Ltd.  25.0 
Okanagan  Petroleums  Limited  25^0 
Western  Leaseholds  Ltd.  12] 5 
Western  Naco  Petroleums  Limited  25° 0 


100.0 


CROSSFIELD  CARD  I UM  UNIT  NO.  1 
Provo  Gas  Producers  Ltd. 
Sunac  Petroleum  Corporation 
Others 


(Cont'd) 


Unit  Per  cent 

Working  Interest  Owner  Participation 

DOROTHY  VIKING  GAS  UNIT  NO.  1 

Canadian  Fina  0  l  Limited  20.0 

Provo  Gas  Producers  Limited  so. q 

100.0 


GARRINGTON  CARD IUM  UNIT  NO.  1 

Altana  Exploration  Company  23.4 

Hudson's  Bay  Oil  and  Gas  Company  Limited  35.2 

Supertest  Petroleum  Corporation,  Limited  41 .4 

100.0 


GILBY  VIKING  UNIT  NO.  1 

The  British  American  Oil  Company  Limited  14.1 

The  California  Standard  Company  24.2 

Canadian  Seaboard  Oil  Company  9.8 

Dontex  Oils  Ltd.  6.0 

Hudson's  Bay  Oil  and  Gas  Company  Limited  11.0 

Mikas  Oil  Co.  Ltd.  2.1 

Pacific  Petroleums  Ltd.  9.8 

Pan  American  Petroleum  Corporation  9.8 

Piper  Mattawa  Iron  Mines  Limited  2.1 

Zenmac  Metal  Mines  Limited  4.1 

Others  7.0 

100.0 


GOLDEN  SPIKE  D~3  UNIT 

Imperial  Oil  Limited  100.0 


HARMATTAN  EAST  UNIT  NO.  1 

The  Calgary  &  Edmonton  Corporation  Limited  2.1 

Canadian  Superior  Oil  Ltd.  40.5 

Great  Plains  Development  Company  of  Canada,  Ltd.  11.4 

Shell  Canada  Limited  37.3 

Others  8.7 

ioo’o 


Page 


Unit  Per  cent 

—  Mo.rk  ing  -Interest  Owner  _  _ _ —  Parti  c  i  PALLSil 

HARMATTAN  ELKTON  UNIT  NO.  I 

Alminex  Limited  't-? 

Canadian  Superior  Oil  Ltd.  26.6 

Great  Plains  Development  Company  of  Canada,  Ltd.  6.9 

Harry  Bass  Oil  Company  5.9 

Home  Oil  Company  Limited  12.8 

Hudson's  Bay  Oil  and  Gas  Company  Limited  5.6 

Northern  Development  Company  Limited  (N.P.L.)  3.0 

Royalite  Oil  Company  Limited  6.3 

Security  Freehold  Petroleums  Limited  2.8 

Shell  Canada  Limited  13.2 

Tenneco  Oil  Company  3.4 

Triad  Oil  Co.  Ltd.  **.6 

Others  *'•2 

100  0 


HOME GLEN-R i MBEY  LEDUC  UNIT  NO.  1 

Anglo  Canadian  Oil  Co.  (1955)  Ltd.  2.4 

The  British  American  Oil  Company  Limited  18.4 

The  California  Standard  Company  35.8 

Canadian  Fina  Oil  Limited  2.7 

Hudson's  Bay  Oil  and  Gas  Company  Limited  2.0 

I mper i al  Oil  Limited  6 . 5 

Shell  Canada  Limited  18.5 

Western  Decalta  Petroleum  Limited  3.0 

Others  10-7 

100.0 


HUGHENDEN  BASAL  QUARTZ  NORTH  NO.  1  UNIT 
Provo  Gas  Producers  Limited  50.0 

Western  Naco  Petroleums  Limited  50.0 

100.0 


INNISFAIL  LEDUC  REEF  UNIT 

The  Calgary  &  Edmonton  Corporation  Limited  18.7 
The  California  Standard  Company  2.2 
Canadian  Oil  Companies  Limited  21.1 
Canadian  Superior  Oil  Ltd.  14.5 
Hudson's  Bay  Oil  and  Gas  Company  Limited  11.8 
Imperial  Oil  Limited  10.5 


Unit  Per  cent 

Working  Interest  Owner  Participation 


INNISFAIL  LEDUC  REEF  UNIT  (Cont'd) 

Royalite  Oil  Company  Limited  2.5 

Security  Freehold  Petroleums  Limited  10.6 

Western  Leaseholds  Ltd.  3.3 

Others  4.8 

100.0 


JOARCAM  VIKING  UNIT  NO.  1 

Anglo  Canadian  Oil  (1955)  Ltd.  4.8 
The  British  American  Oil  Company  Limited  6.9 
The  California  Standard  Company  5.2 
The  Calgary  and  Edmonton  Corporation  Limited  4.8 
Home  Oil  Company  Limited  4.8 
Hudson's  Bay  Oil  and  Gas  Company  Limited  3.5 
Imper i al  Oil  Limited  62.3 
Sun  Oil  Company  3.5 
Others  4.2 


100.0 


JOFFRE  VIKING  SAND  UNIT 

Bailey  Selburn  Oil  &  Gas  Ltd.  5.7 
The  California  Standard  Company  16.7 
Canadian  Seaboard  Oil  Company  5.0 
Canadian  Superior  Oil  Ltd.  9.0 
Consolidated  Mic  Mac  Oils  Ltd.  3.0 
Great  Plains  Development  Company  of  Canada,  Ltd.  8.1 
Imper i al  Oil  Limited  20.1 
Pacific  Western  Oil  Co.  Ltd.  4.2 
Phillips  Petroleum  Company  4.6 
Selbay  Exploration  Ltd.  5,9 
Texaco  Exploration  Company  6.3 
Trans  Empire  Oils  Ltd.  2.1 
Others  9.3 


100.0 
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Unit 

Work ing  Interest  Owner 


Per  cent 
Part i c i pat i on 


JOFFRE  VIKING  UNIT  NO.  2 

Charles  McGaha 

Security  Freehold  Petroleums  Limited 


JUDY  CREEK  BEAVERH ILL  LAKE  UNIT 
Imper ial  Oil  Limited 
Others 


95.5 

4.5 

100.0 


KAYBOB  BEAVERHILL  LAKE  UNIT  NO.  1 
Amerada  Petroleum  Corporation 
The  Atlantic  Refining  Company 
The  British  American  Oil  Company  Limited 
The  California  Standard  Company 
Champlin  Oil  &  Refining  Company 
French  Petroleum  Company  of  Canada  Ltd. 
Hudson's  Bay  Oil  and  Gas  Company  Limited 
Pacific  Petroleums  Ltd. 

Shell  Canada  Limited 


2.3 

6.6 

27.2 

34.9 
4.6 
2.2 
2.2 

17.9 

2,1 

100.0 


KAYBOB  NOT  I KEW I N  UNIT  NO.  1 
The  Atlantic  Refining  Company 
The  British  American  Oil  Company  Limited 
The  California  Standard  Company 
Champlin  Oil  &  Refining  Company 
Marathon  Oil  Company 
Pacific  Petroleums  Ltd. 

Others 


11.5 
23.2 
30.8 

3.6 

2.2 

21.5 
7.2 

100.0 


KESSLER  VIKING  GAS  UNIT 
American  Leduc  Petroleums  Limited 
Hudson's  Bay  Oil  and  Gas  Company  Limited 
Mill  City  Petroleums  Limited 
Mo  NCR i ef 
Pamoil  Limited 
Others 


9.8 

26.7 

11.7 
2.5 

48.6 

_ J_ 

100.0 


Per  cent 
Part i c i pat i on 


Un  i  T 

Working  Interest  Owner 

LEDUC  WOODBEND  0-2  UNIT 

Anglo  Canadian  Oil  Co.  (1955)  Ltd.  and  Associates 
Hudson's  Bay  Oil  and  Gas  Company  Limited 
Imperi al  Oi l  Limited 
Others 


4.5 

4.4 

69.5 

21.6 
1 00.0 


LEDUC  WOODBEND  0-2  B  POOL  UNIT 

Albrumac  Oi ls  Ltd. 

Canadian  High  Crest  Oils  Limited 

Central  Del  Rio  Oils  Limited 

Consolidated  East  Crest  Oil  Company  Limited 


Hudson's  Bay  Oil  and 


Gas  Company  Limited 

L I M I  TED 

Limited 

Ltd.  -  Calgary 
Ltd.  -  Edmonton 


Medallion  Petroleums 
Mill  City  Petroleums 
Prudential  Trust  Co. 

Prudential  Trust  Co. 

Spooner  Mines  and  Oils  Limited 
Stanwell  Oil  &  Gas  Limited 
Texaco  Canada  L imi ted 
Texaco  Exploration  Company 
Westburne  Oil  Development  Limited 
Western  Allenbee  Oil  and  Gas  Co.  Ltd 
Western  Decalta  Petroleum  Limited 
Others 


2.1 

4.5 
Z.4 

6.5 

9.2 

2.3 

5.1 

3.1 
8.8 
5.7 

2.1 
2.0 
3.9 
2.3 

4.6 
14.9 
20.5 

100.0 


LEDUC  WOODBEND  D~3 


Anglo  Canadian 

Oi 

Hudson's 

Bay 

Oi 

IL 

Imper i al 

Oil 

L 

IMI 

Imper ial 
Others 

Oil 

L 

IMI 

UNIT 

l  Co.  (1955)  Ltd.  and  Assoca 
and  Gas  Company  Limited  ~  50 i 
ted  -  50  $ 

TED 


TES 


3.6 
2.3 
2.3 
81.6 
10,  2 
100.0 
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Unit  Per  cent 

—  Wormng  Interest  Owner  Participation 

LOBSTICK  CARD  I UM  UNIT 

Canada=C i t i es  Service  Petroleum  Corporation  13.0 

Canadian  Seaboard  Oil  Company  4.9 

Canadian  Superior  Oil  Ltd.  3.1 

Champlin  Oil  &  Refining  Company  3.9 

I mper i al  Oil  L i m i ted  3. 1 

Pacific  Petroleums  Limited  10.0 

Pan  American  Petroleum  Corporation  43.4 

Skelly  Oil  Company  4.8 

WlNTERSHALL  OlL  OF  CANADA  LTD.  3.3 

Others  10.5 

100.0 


LOOKOUT  BUTTE  RUNDLE  UNIT  NO.  1 

The  British  American  Oil  Company  Limited  60.4 

Shell  Canada  Limited  38.0 

The  Calgary  &  Edmonton  Corporation  1 , 6 

100.0 


MEDICINE  HAT  UNIT  NO.  1 

Hudson's  Bay  Oil  and  Gas  Company  Limited  6.6 

J.  Ray  McDermott  &  Co.,  Inc.  34.4 

Mayfair  Oil  &  Gas  (1961)  Ltd.  34.4 

Richfield  Oil  Corporation  23.0 

Others  1.6 

100.0 


MEDICINE  HAT  ROSEGLEN  GAS  UNIT 

Canadian  Delhi  Oil  Ltd.  93.5 

Hudson's  Bay  Oil  and  Gas  Company  Limited  6.5 

100,0 


UN  1  T 

Working  Interest  Owner 

Per  cent 
Part i c i pat  ion 

MID-WESTERN  FORT  SASKATCHEWAN  VIKING  GAS  UNIT 

Imper i al  Oil  Limited 

7,5 

Mid-Western  Industrial  Gas  Ltd. 

86,1 

Union  Oil  Company  of  Canada  Limited 

4.6 

Others 

1.8 

100.0 

MINNEHIK-BUCK  LAKE  UNIT  NO.  1 

Bailey  Selburn  Oil  &  Gas  Co.  Ltd. 

20.8 

The  British  American  Oil  Company  Limited 

10.1 

Canadian  Delhi  Oil  Ltd. 

28.0 

Canadian  Seaboard  Oil  Company 

4.3 

Great  Plains  Development  Company  of  Canada  Ltd. 

25.9 

Pacific  Petroleums  Limited 

4.3 

Pan  American  Petroleum  Corporation 

5.3 

Others 

1.3 

100,0 

MORLEYVILLE  UNIT 

Shell  Canada  Limited 

100.0 

NAMAO  BLAIRMORE  "A"  UNIT 

Ga  s 

Oil 

American  Leduc  Petroleums  Ltd. 

3.5 

3.0 

Barons  Oil  Limited 

11.5 

16,5 

Blue  Crown  Petroleums  Ltd. 

1  8.2 

15.6 

Canadian  Chieftain  Petroleums  Ltd. 

10.6 

10.7 

Dominion  Leaseholds  Ltd. 

16.5 

16.7 

Great  Sweet  Grass  Oils  Ltd. 

4.1 

4.7 

Medallion  Petroleums  Ltd. 

2.3 

2.2 

Ranger  Oil  (Canada)  Limited 

1  2.2 

8.2 

Tidal  Petroleum  Corporation  Ltd. 

8.1 

9.2 

Trans  Western  Oils  Ltd. 

3.8 

5.5 

Others 
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UN  1  T 

Working  Interest  Owner 

Per  cent 
Part i c i pat i on 

NEVIS  UNIT  NO.  1 

The  British  American  Oil  Company  Limited 

The  California  Standard  Company 

Canadian  Petrofina  Oil  Limited 

Canadian  Superior  Oil  Ltd. 

Home  Oil  Company  Limited 

Medallion  Petroleums  Limited 

Pan  American  Petroleum  Corporation 

Tenneco  Corporation 

Un  ited  Oils  L imited 

Others 

30.5 

18.6 

5.7 

3.3 

10.2 

3.0 

2.8 

6.8 

5.6 

13.5 

100.0 

NORTH  PEMBINA  CARDIUM  UNIT  NO.  1 

Bailey  Selburn  Oil  &  Gas  Ltd. 

The  California  Standard  Company 

Canadian  Seaboard  Oil  Company 

Home  Oil  Company  Limited 

Marathon  Oil  Company 

Pacific  Petroleums  Limited 

Pan  American  Petroleum  Corporation 

Socony  Mobil  Oil  of  Canada,  Ltd. 

Others 

2.1 

6.8 

12.1 

2.5 

8.1 

12.5 

11.8 

33.1 

11.0 

100.0 

OLDS  GAS  FIELD  UNIT  NO.  1 

Olds  Holding  Ltd. 

100.0 

0K0T0KS  UNIT  (NORTH) 

Texas  Gulf  Sulphur  Company 

100.0 

0K0T0KS  UNIT  (SOUTH) 

Christie,  Mitchell  and  Mitchell  Co. 

100.0 

OYEN  VIKING  SAND  GAS  UNIT 

Hudson's  Bay  Oil  and  Gas  Company  Limited 

The  Ohio  Oil  Company 

55. 1 

44.9 

100.0 

Unit 

Working  Interest  Owner 


Per  cent 
Part  i  c i pat i on 


PARKLAND  TURNER  VALLEY  UNIT  NO.  1 


Bailey  Selburn  Oil  &  Gas  Ltd.  26.6 
Banff  0 i l  Ltd.  2.0 
Scurry-Rainbow  Oil  Limited  4.1 
Selbay  Exploration  Ltd.  13. 3 
Texaco  Exploration  Company  54.0 


100.0 


PEMBINA  CARDIUM  UNIT  NO.  2  (BISHOP  LUSCAR  TEXACO  PEMBINA  UNIT) 

Canadian  Bishop  Oil,  Ltd.  66  2/3 

Luscar  Coals  Limited  16  2/3 

Texaco  Canada  Limited  16  2/3 

100.0 


PEMBINA  CARDIUM  UNIT  NO.  3  (D.P.D.H.  SOUTH 

Canpet  Exploration  Ltd. 

Carleton  Oi ls  L imited 
Devon-Palmer  Oils  Ltd. 

Home  Oil  Company  Limited 
United  Oils  Limited 
Westburne  Oil  Development  Limited 
Others 


PEI/IN  A  CARDIUM  UNIT) 


2.1 

21.5 

52.2 

4.7 

5.7 

11.8 

2.0 

100.0 


PEMBINA  CARDIUM  UNIT  NO.  4  (LODGEPOLE  UNIT  NO.  1) 


Canadian  Amco  Limited  20.0 
Cree  Oil  of  Canada  (1958)  Ltd.  19.9 
Hudson's  Bay  Oil  and  Gas  Company  Limited  20.5 
Northern  Natural  Gas  Producing  Company  9.9 
Pan  American  Petroleum  Corporation  20 ! 5 
Peruvian  Oils  and  Minerals  Limited  9.2 


100.0 


PEMBINA  CARDIUM  UNIT  NO.  5  (TEXCAN  QUINTUS  PEMBINA  UNIT) 
Quintus  Leaseholds  Limited 
Texaco  Canada  Limited 


38.5 

61.5 
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Un  i  T 

Working  Interest  Owner 


Per  cent 
Part i c i pat i on 


PEMBINA  CARD  I UM  UNIT  NO.  6  (HUMBER  LOBITOS  EAST 
Humber  Oils  Limited 
Lobitos  Oilfields  Canada  Ltd. 

Pacific  Petroleums  Ltd. 

Others 


PEMB  INA  CARD  I UM  UNIT  NO.  1 ] 
35.9 
12.5 
51 .2 
.4 

100.0 


PEMBINA  CARD  I UM  UNIT  NO.  7  (BLUE  RAPIDS  UNIT  NO.  1) 


DeKalb  Petroleum  Corporation 

19.3 

Dome  Petroleum  Limited 

26.8 

Provo  Gas  Producers  Limited 

38.1 

Skelly  Oil  Company 

15.2 

Others 

.  6 

100.0 

PEMB  INA  CARD  I UM  UNIT  NO.  8 

Colorado  Oil  and  Gas  Ltd. 

Denison  Mines  Limited 

Luscar  Coals  Limited 

Mountain  Park  Coals  Limited 

New  Concord  Development  Corporation 

Ranger  Oil  (Canada)  Ltd. 

Un  ited  0 i ls  L imi ted 
Others 


18.0 

9.8 

29.4 

10.2 

Limited  **.2 

2.0 
24.3 
2. 1 
100.0 


PEMBINA  CARD  I UM  UNIT  NO.  9 

Benedum  Trees  Oil  Company  5.5 
Hudson's  Bay  Oil  and  Gas  Company  Limited  32.3 
Imper i al  Oil  L imi ted  2. 3 
Northern  Natural  Gas  Producing  Company  2.5 
Pacific  Petroleums  Limited  3.9 
Plymouth  Oil  Company  16.6 
Sinclair  Canada  Oil  Company  6.0 
Others  30. 9 


100.0 


Un  i  t 

Working  Interest  Owner 

Per  cent 

Part i c i pat i on 

PEMBINA  CARD  1 UM  UNIT  NO.  10  (BERRYM00R  CARD  1 UM  UNIT) 
Ashland  Oil  &  Refining  Company 

3.2 

Canadian  Delhi  Oil  Ltd. 

3.5 

Canadian  Superior  Oil  Ltd. 

30.8 

Cree  Oil  of  Canada  Limited 

3.5 

DeKalb  Petroleum  Corporation 

10.9 

Hudson's  Bay  Oil  and  Gas  Company  Limited 

3.3 

Imperial  Oi l  Limited 

30.9 

Pan  American  Petroleum  Corporation 

3.2 

Shell  Canada  Limited 

8.6 

Others 

2.1 

100.0 

PEMBINA  CARD  1 UM  UNIT  NO,  11 

Canada-C i t i es  Service  Petroleum  Corporation 

7.2 

Canadian  Kewanee  Limited 

27.2 

Luscar  Coals  Limited 

3.2 

Murphy  Oil  Company  Ltd. 

3.0 

Pacific  Petroleums  Ltd. 

3.4 

Skelly  Oil  Company 

8.0 

Texaco  Canada  Limited 

3.8 

Texaco  Exploration  Company 

34.3 

Whitehall  Canadian  Oils  Ltd. 

2.0 

Zenmac  Metal  Mines  Limited 

2.3 

Others 

5.6 

100.0 

PEMBINA  CARD  I UM  UNIT  NO,  12 

Ashland  Oil  &  Refining  Company  7»3 
Canadian  Superior  Oil  Ltd.  I0-*4 
Canada— Citi es  Service  Petroleum  Corporation  5.4 
Hudson's  Bay  Oil  and  Gas  Company  Limited  7-3 


Imperi al  Oil  L imited 
Medallion  Petroleums  Limited 
Northern  Natural  Gas  Producing  Company 
Pacific  Petroleums  Ltd. 

Pamoil  Limited 

Western  Decalta  Petroleum  L imited 
Others 


100.0 
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Unit  _  Per  cent 

Working  Interest  Owner  Part i.ci pat  i 


PEMBINA  CARD  I UM  UNIT  NO.  13 
Amurex  Oil  Company 
Ashland  Oil  &  Refining  Company 
Fort  St.  John  Petroleums  Ltd. 
Murphy  Canada  Oil  Company 
Texaco  Canada  Limited 
Tricentrol  Oils  Limited 
Westburne  Oil  Development  Limited 
Whitehall  Canadian  Oils  Ltd. 


15.0 

4.5 
3.9 

10.5 

14.0 

2.6 
11.4 
38.1 

TooTo 


PEMBINA  CARD  I UM  UNIT  NO.  14 
Canadian  High  Crest  Oils  Limited 
Fort  St.  John  Petroleums  Ltd. 
Westburne  Oil  Development  Limited 
Whitehall  Canadian  Oils  Ltd. 


6.7 

10.0 

21.1 

62.2 

100.0 


PEMBINA  CARD IUM  UNIT  NO.  20 
Medallion  Petroleums  Limited 
Scurry-Rainbow  Oil  Limited 
Texaco  Canada  Limited 
Westburne  Oil  Development  Limited 
Western  Decalta  Petroleum  Limited 
Others 


4.2 

37.7 

29.8 

9.5 
17.2 

1.6 

100.0 


PEMBINA  CARD  I UM  UNIT  NO.  31 

Canpet  Exploration  Ltd.  6.1 
Consolidated  East  Crest  Oil  Company  Limited  2.9 
Northern  Natural  Gas  Producing  Company  14.4 
The  Petrol  Oil  &  Gas  Company  Limited  6.1 
Sinclair  Canada  Oil  Company  19.5 
Spruce  Hills  Production  Company  Inc.  19.9 
Western  Decalta  Petroleum  Limited  24.5 
Whitehall  Canadian  Oils  Ltd.  3.6 
Others  3.0 


on 


100.0 


Per  cent 
Part i c i pat i on 


Un  i  T 

Working  Interest  Owner 


PINCHER  CREEK  MADISON  LIMESTONE  UNIT 

The  British  American  Oil  Company  Limited 


100.0 


PINE  CREEK  LEDUC  UNIT  NO.  1 
Canad ian  Fi na  Oil  L imited 
Hudson's  Bay  Oil  and  Gas  Company  Limited 
Pan  American  Petroleum  Corporation 


16  2/3 
41  2/3 
41  2/3 
100.0 


POUCE  COUPE  CADOTTE  GAS  UNIT 
Canadian  Homestead  Oils  Limited 
Medallion  Petroleums  Limited 
Pacific  Petroleums  Ltd. 

Richwell  Petroleums  Limited 
Westcoast  Production  Co.  Ltd;. 
Others 


6.4 
32.2 

23.5 

2.4 

31.5 
4.0 

100.0 


PROVOST  VIKING  GAS  UNIT 

Canadian  Delhi  Oil  Ltd. 

Canad i an  F i na  Oil  L imited 

Hudson's  Bay  Oil  and  Gas  Company  Limited 

Provo  Gas  Producers  Limited 

Others 


2.8 

13.2 

4.9 

77.0 

2.1 

100.0 


PROVOST  VIKING  GAS  UNIT  NO. 
Tenneco  Oil  Company 
Calvan  Consolidated  Oil  & 


2 

Gas  Company  L imited 


76.4 

23.6 

100,0 


Unit 

Working  Interest  Owner 

SARCEE  UNIT 

Home  Oil  Company  Limited 
Shell  Canada  Limited 


Per  cent 
Part i c i pat i on 


15.9 
84. 1 
100.0 


SHELL  JUMPING  POUND  UNIT 

Shell  Canada  Limited 


STETTLER  D~2  UNIT 
Ba  i  ley  Selburn  Group 
The  British  American  Oil  Company 
CantTex  Group 

Gridoil  Freehold  Leases  Ltd. 

West  Canadian  Group 


5.1 

Limited  79.3 

4.1 
2.4 

9. 1 

100.0 


STURGEON  LAKE  03  UNIT 

Amerada  Petroleum  Corporation 


SUNDRE  UNIT  NO.  1 

Cree  Oil  of  Canada  Limited  3  4 

French  Petroleum  Company  of  Canada  Ltd.  1/3 

Hudson's  Bay  Oil  and  Gas  Company  Limited  qi " i 

Others 

100.0 


SWAN  HILLS  UNIT  NO.  1 
Alminex  L imited 
The  Atlantic  Refining  Company 
the  British  American  Oil  Company  Limited 
Canadian  Kewanee  Limited 
French  Petroleum  Company  of  Canada  Ltd. 
Home  Oil  Company  Limited 
Luscar  Coals  Limited 
Pan  American  Petroleum  Corporation 
Regent  Refining  (Canada)  Limited 


4.7 

4.2 

15.4 
2.1 

2.2 
12.8 

2.7 

13.5 
17.1 


UN  1  T  p 

-JjOM,  I  NT  BREST  OWNER___ _  PaRt,  c  ip^TI  ON 


SWAN  HILLS  UNIT  NO.  1  (Cont'd) 

Sinclair  Canada  Oil  Company  3 

Socony  Mobil  Oil  of  Canada,  Ltd.  7  n 

Un 1  ted  0 1 ls  Limited  q’ n 

Others  JJ; 

100.0 


SOUTH  SWAN  HILLS  UNIT 

The  Atlantic  Refining  Company  2  2 

The  British  American  Oil  Company  Limited  39'9 

Denison  Mines  Limited  22 

Hudson's  Bay  Oil  and  Gas  Company  Limited  23 

I mper 1  a L  Oil  L im 1  ted  g ' j 

Pan  American  Petroleum  Corporation 

Others  3"g 

100.0 


THREE  HILLS  PEKISKO  UNIT  NO.  1 

Amurex  Oil  Company  6  7 

The  British  American  Oil  Company  Limited  ig  5 

The  California  Standard  Company  4  7 

Canadian  Seaboard  Oil  Company  3*6 

Canadian  Superior  Oil  Ltd.  4' | 

Hudson's  Bay  Oil  and  Gas  Company  Limited  3  0 

I mper 1 al  Oil  L imited  4' 2 

Murphy  Oil  Company  ^’4 

North  Canadian  Oils  Limited  5  7 

Pacific  Petroleums  Ltd.  9‘5 

Pan  American  Petroleum  Corporation  ^ 3 " g 

Scurry-Rainbow  Oil  Limited  3'g 

United  Canso  Oil  &  Gas  Ltd.  4*1 

Others  4^ 

100.0 
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Unit  Per  cent 

Working  Interest  Owner  Part  i  c i  pat  i  on 


TURNER  VALLEY  UNIT  NO.  3 

Alberta  Pacific  Consolidated  Oils  Ltd.  7.8 

Coastal  Oils  Ltd.  10.2 

Extension  Oil  Royalties  Limited  10.5 

Globe  Oil  (1958)  Ltd.  3.6 

Home  Oil  Company  Limited  15.5 

Hudson's  Bay  Oil  and  Gas  Company  Limited  11.8 

The  Petrol  Oil  &  Gas  Company  Limited  4.1 

Royalite  Oil  Company  Limited  4.5 

Westburne  Oil  Development  Limited  17.4 

Western  Decalta  Petroleum  Limited  13.2 

Others  1 . 4 

100.0 


TURNER  VALLEY  UNIT  NO.  4 

The  Eastern  Trust  Company  2.6 

Home  Oil  Company  Limited  23.9 

National  Petroleum  Corporation  Limited  4.7 

New  Davies  Petroleum  H 1  NRT  2.4 

The  Petrol  Oil  &  Gas  Limited  2.1 

Prudential  Trust  Company  Limited  14.5 

Royalite  Oil  Company  Limited  28.2 

Westburne  Oil  Development  Limited  8.4 

Western  Decalta  Petroleum  Limited  6.3 

Others  6.9 

100.0 


TURNER  VALLEY  UNIT  NO.  5 

Crown  Trust  Company  3.4 

The  Eastern  Trust  Company  4.5 

Home  Oil  Company  Limited  20.9 

Northland  Oils  Ltd.  3.0 

Okalta  Oils  Ltd.  6.0 

Petroleum  Corporation  of  Canada  Ltd.  5.6 

Prudential  Trust  Company  Ltd.  3.7 

Royalite  Oil  Company  Limited  35.6 

Westburne  Oil  Development  Limited  7.1 

Western  Decalta  Petroleum  Limited  5.9 

Others  4.3 

100.0 


Per  cent 
Part i c i pat i on 


Un  i  t 

Working  Interest  Owner 


TURNER  VALLEY  UNIT  NO.  6 

The  Eastern  Trust  Company  2.2 

Globe  Oil  (1 958 )  Ltd.  6. 1 

Home  Oil  Company  Limited  64.8 

Hudson's  Bay  Oil  and  Gas  Company  Limited  2.5 

Royalite  Oil  Company  Limited  15.6 

Others  8.8 

100.0 


TURNER  VALLEY  UNIT  NO.  7  (GAS  CAP) 

Dalhousie  Oil  Company  Limited  3,4 

Home  Oil  Company  Limited  13.6 

Mill  City  Petroleums  Limited  3.9 

Royalite  Oil  Company  Limited  71.5 

Western  Decalta  Petroleum  Limited  5.5 

Others  2. 1 

100.0 


VIRGINIA  HILLS  UNIT  NO.  1 

Alm 1 nex  L im 1  ted  4.0 

Home  Oil  Company  Limited  10.0 

Hudson's  Bay  Oil  and  Gas  Company  Limited  19.5 

J.  Ray  McDermott  and  Co.  Inc.  4.3 

Shell  Canada  Limited  43.4 

Union  Oil  Company  of  Canada  Ltd.  15.9 

United  Oils  Limited  2.0 

Others  JT 

100.0 


WAINWRIGHT  UNIT  NO.  1 

Bailey  Selburn  Oil  &  Gas  Ltd.  7.1 

Fosca  Oil  Co.  Ltd.  19.3 

Hartford  Petroleums  Ltd.  55.2 

Husky  Oil  Canada  Ltd.  1  8.4 

100.0 
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Uni  t 

. .  Work i ng  I  nterfst  Owner 


WAINWRIGHT  UNIT  NO.  2 
Brassard  Investments  Limited 
Hartford  Petroleums  Ltd. 

Hudson's  Bay  Oil  and  Gas  Company  Limited 
Husky  Oil  Canada  Ltd. 

Western  &  Texas  Oil  Co.  Ltd. 

Wizard  Oils  Ltd. 

Others 


Per  cent 
Part  i  c  i  pat  i  on 


2.1 

6.4 

5.2 

56.2 

21 .3 

6.4 

2.4 

100.0 


WAINWRIGHT  UNIT  NO.  4 

Bailey  Selburn  Oil  &  Gas  Ltd. 
Carlton  Management  Services  Ltd. 
Merchants  Oil  Co.  Ltd. 

New  Richfield  Petroleum  Limited 
Nufield  Operators  Ltd. 

Others 


39.9 

8.1 

8.8 

5.9 

35.6 

1,7 

100.0 


WAINWRIGHT  UNIT  NO.  5 

American  Northland  Oil  Company 
Bata  Petroleums  Limited 
Bailey  Selburn  Oil  &  Gas  Ltd. 

Canadian  High  Crest  Oils  Limited 
Hudson's  Bay  Oil  and  Gas  Company  Limited 
Midwest  Oil  Corporation 
Mill  City  Petroleums  Limited 
Sheldon  Petroleums  Limited 
Sparky  Developments  Ltd. 

Wainwright  Producers  and  Refiners  Limited 
Others 


7.7 

3.0 

2.6 

3.6 

3.9 

34.7 

3.6 

23.8 

5.6 
9.0 
2.5 

100.0 


WAINWRIGHT  UNIT  NO.  6 

American  Northland  Oil  Company 
Alberta  Pacific  Consolidated  Oils  Limited 
Canadian  High  Crest  Oils  Limited 
Fosca  Oil  Co.  Ltd, 


UN  I  T 

Working  Interest  Owner 


Per  cent 
Part  i  c i pat i on 


WAINWRIGHT  UNIT  NO.  6  (Cont'd) 

Mill  City  Petroleums  Limited  g  7 

Pacific  Petroleums  Ltd.  11(’g 

Wainwright  Producers  and  Refiners  Limited  7  0 

100*0 


WESTEROSE  LEDUC  ( D~3 )  UNIT 

The  British  American  Oil  Company  Limited  46.3 

The  California  Standard  Company  27 ! 1 

Husky  Oil  Canada  Ltd.  and  Phillips  Petroleum  Company  26.6 

100.0 


WESTEROSE  SOUTH  (DICK  LAKE)  LEDUC  UNIT 

The  British  American  Oil  Company  Limited  43.5 
The  California  Standard  Company  32.8 
Husky  Oil  Canada  Ltd.  9’ 4 
Phillips  Petroleum  Company  9^4 
Hudson's  Bay  Oil  and  Gas  Company  Limited  3.2 
Union  Texas  Natural  Gas  Corporation  1,7 


1 00'.  0 


WEST  JUMPING  POUND  UNIT 

Canadian  Pacific  Oil  and  Gas  Limited 

22.2 

Shell  Canada  Limited 

77,8 

100.0 

WESTWARD  HO  UNIT  NO.  1 

ALMI NEX  L IM I  TED  g#  4 

The  Calgary  &  Edmonton  Corporation  Limited  17.0 

DeKalb  Petroleum  Corporation  3.3 

Home  Oil  Company  Limited  25.1 

Hudson's  Bay  Oil  and  Gas  Company  Limited  42.5 

Northern  Natural  Gas  Producing  Company  2. 1 

Trans-Border  Oils  Ltd.  2,4 

Others  1  ] ; 


100.0 
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Unit 

Work i ng 

Interest  Owner 

Per  cent 

Part i c i pat i on 

WILLESDEN 

Amerada 

Hudson's 

GREEN  CARDIUM  UNIT  1 

Petroleum  Corporation 

Bay  Oil  and  Gas  Company  Limited 

88.2 

11.8 

100.0 

WILLESDEN  GREEN  CARD  I UM  UNIT  NO,  2 

Alcon  Petroleums  Ltd.  8.5 
Amax  Petroleum  Corporation  5,1 
Ashland  Oil  &  Refining  Company  13.7 
Bla ir  Oil  Company  4.2 
Canadian  High  Crest  Oils  Limited  7.9 
Canadian  Homestead  Oils  Limited  (Brae  Burn  Minerals  Ltd.)  2.6 
Canadian  Homestead  Oils  Limited  (Willtex  Oils  Ltd.)  12.8 
Canadian  Kewanee  Limited  6.5 
Hudson's  Bay  Oil  and  Gas  Company  Limited  5.9 
Kamik  Oil  Ventures  Ltd.  4.0 
Midwest  Oil  Corporation  6.5 
Norcan  Oils  Ltd.  2.9 
Texaco  Exploration  Company  11.9 
Zenmac  Metal  Mines  Limited  4.0 
Others  q’c 


100.0 


WINDFALL  D“3  UNIT 

Canadian  Fina  Oil  Limited 

16 

2/3 

Hudson's  Bay  Oil  and  Gas  Company  Limited 

41 

2/3 

Pan  American  Petroleum  Corporation 

41 

2/3 

100. 

,0 

WIZARD  LAKE  D-3  UNIT 

Texaco  Exploration  Company 

100.0 

WIZARD  LAKE  VIKING  UNIT  NO.  1 

Texaco  Exploration  Company 


100.0 


Unit  Per  cent 

Working  Interest  Owner  Participation 


WOOD  RIVER  BASAL  QUARTZ  UNIT  NO.  1 

Canex  Gas  Ltd.  26.6 

Cree  Oil  of  Canada  Limited  28.3 

Hudson's  Bay  Oil  and  Gas  Company  Limited  4.4 

Imper ialOilLimited  4.0 

Pan  American  Petroleum  Corporation  6.7 

Texaco  Exploration  Company  27.8 

Others  2.2 

100.0 


